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ELEVENTH 


Annual  Report 

OF   THE 

BOARD  OF  DIRECTORS 

OP   THE 

Underwriters'  Fire  Patrol  of  San  Francisco 

nding  (December  31st ,  :,  ■'.  '5 


At  the  Annual  Meeting  of  this  Corporation,  held  in  January  last,  tin 
following  named  gentlemen  were  elected  Directors  tb  serve  for  the  ensuing 
year,    viz  : 

Din  ctors  : 

W'm.   Macdonald,  CJeoroe  Easton, 

Rudolph  Herold,  Wm.  .1.   Landers 

E.    E.   Potter,  Robert  Dickson, 

('has.    A.    La  ton. 

Offict  /•-■ : 

('h  vs.   A.   Laton,   President.  Robert  Dickson,    Vice-President. 

W'm.  .1.    Landers,  Secretary  and    Treasurer. 


Headquarters  of  the    Patrol  and  Station    No.    I.    at   tJu    southwest  '■■inn, 

of  Stevenson  and  Ecker  Streets. 
Station    No.  2,   arm;    si  f  it .    between    Larhin    mxl    /'<>//,■   Streets,    near   tin 

New  City  Hall. 

SAN      FRANCISCO. 


DIRECTORS1    REPORT. 


San   Francisco,  January  20th,  1886, 

To  the  Members  of  the  Underwriters'  Fire  Patrol  of  San  Francisco: 

Gentlemen  :  Tiie  Board  of  Directors  beg  leave  to  report,  that  the  "Patrol" 
of  San  Francisco  continues  to  perform  its  appointed  service  in  good  shape, 
and  has  now  reached  eleven  years  of  practical  experience. 

Reference  is  made  to  the  report  of  Captain  Russell  White,  and  the  other 
matter  contained  in  the  report  in  general,  all  of  which  it  is  hoped  will  prove 
satisfactory  to  members.  An  Inspection  Bureau  is  now  a  part  of  this  Patrol  ; 
having  just  fairly  entered  upon  its  work,  no  special  reference  to  it  is  made  in 
this  report. 

The  Directors  refer  with  much  pleasure  to  the  continued  co-operation  and 
good  will  existing  between  the  officers  and  members  of  the  San  Francisco  Fire 
Department  and  the  Fire  Patrol.  The  Directors  are  also  pleased  to  note  the 
continued  kindliness  toward  the  Underwriters'  Fire  Patrol  of  San  Francisco 
on  the  part  of  Chief  Engineer  Scannel,  First  Assistant  Engineer  Riley,  the 
several  District  Engineers,  and  all  subordinates  ;  from  Superintendent  Cuiran, 
of  the  Fire  Alarm  and  Police  Telegraph,  and  his  assistants;  from  John  L. 
Durkee,  Fire  Marshal,  and  his  assistant ;  from  Chief  of  Police  Crowley,  and 
all  officers  and  members  of  the  Police  force;  from  the  A.  I>.  T.,  and  the 
Telephone  Company,  and  from  friends  generally. 

Very  respectfully  submitted, 

Rob't  Dickson,    Vice-President, 
Wm.   Macdonaui. 
Rudolph  Herold, 

(  ! GORGE    K ASTON. 

E.  E.  Potter, 

Wm.  -I.  Landers,  Sec.  and   Vre< 

(  \\  ls.   A.    Laton,    President. 


UNDERWRITERS1    FIRE    PATHOL. 


INSPECTION    BUREAU. 


No.  of  surveys  made  from  15th  November  to  1st  January 1,622 

No.  of  blocks  surveyed    61 

No  .of  complaints  served  for  infringement  of  City  Fire  Ordinances  1,452 
No.  of  complaints  abated  to  date  (others  being  attended  to)  .  .  .  554 
Average  office  expenses  per  month $468  00 

Surveyors  took  the  field  15th  November.  The  Chief  Surveyor  (Porter) 
appears  to  l>e  a  thoroughly  competent  man,  and  is  attending  to  Ins  business 
intelligently.  The  Assistant  Surveyors  (Sutton  and  Harrison)  are  working 
well. 

The  total  surveying  capacity  of  the  present  staff  is  under  five  hundred 
blocks  per  year,  so  that  but  a  relatively  small  portion  of  the  city  can  be 
covered  by  them. 

ROBERT    DICKSON, 

Vice-President. 


REPORT    OF    THE    CAPTAIN 


Headquarters  Underwriters'  Fire  Patrol, 

San   Francisco,  January   1st,  1888. 

To  th<   President  and  Board  of  Directors  of  the  Underwriters'  Fire  Patrol: 

Oentlemen  :  I  have  the  honor  of  presenting  for  your  consideration  my 
Eleventh  Annual  Report,  giving  the  condition  of  the  force,  horses  and 
apparatus  of  this  Association. 

The  force  consists  of  a  Captain,  two  Lieutenants  and  twelve  Patrolmen, 
divided  into  two  Stations.  No.  1  Station,  corner  of  Stevenson  and  Ecker 
Streets,  protects  the  mercantile  district.  No.  2  Station,  Grove  Street, 
between  Larkin  and  Polk  Streets,  protects  the  dwelling  district.  Both 
Stations  are  connected  with  each  other  by  telephone,  in  order  that  they  may 
be  summoned  in  cases  of  necessity.  The  men,  horses  and  wagons  are  in  fine 
condition,  and  always  ready  for  instant  service. 

Of  the  duties  of  the  force  for  the  past  year,  1  desire  to  say  that  every  call 
made  has  'been  promptly  answered,  and  the  men  have  shown  commendable 
interest  in  their  duties. 

Annexed  will  be  found  a  correct  number  of  alarms  attended,  covers  spread, 
time  of  service,  insurance  on  property,  and  loss  on  same,  etc. 

1  am  pleased  to  say  that  no  accident  to  men  or  horses  has  occured  during 
the  year.  I  am  also  pleased  to  report  that  the  utmost  harmony  exists  between 
the  officers  and  members  of  the  Fire  Department  and  the  Fire  Patrol. 

In  conclusion,  I  desire  to  express  my  thanks  to  the  President  and  Board 
of  Directors  for  their  kind  attention,  and  for- valuable  time  spent  in  the  best 
interests  of  Underwriters.  To  the  Hon.  Board  of  Fire  Commissioners,  Chief 
Engineer  David  Scannel,  Assistant  Chief  James  Riley,  District  Engineers 
Kennard,  Imbrie,  Sands  and  McCarthy,  to  the  Foremen  and  members  of  the 
Fire  Department  generally,  I  thank  you  all  sincerely  for  your  kindness  and 
friendly  interest  at  all  times.  To  Fire  Marshal  Durkee,  and  bis  assistant; 
Superintendent  Fire  Alarm  John  Curran,  and  his  assistants;  Chief  of  Police 
P.  Crowley,  and  members  of  the  Police  force;  and  all  who  have  lent  a  helping 
band  or  a  kind  word,  my  hearty  thanks  are  hereby  extended. 

yours, 

RUSSELL    WHITE, 

Captain  Fire  Patrol. 


LIST  OF  MEMBERS  OF  THE  PATROL   FORCE. 
Station  No.  1. 


Lieutenant 
Private..  . 
Private..  .  . 
Private..  .  . 
Private. . .  . 
Private..  .  . 
Private..  . 
Private..  . 
Private..  .  . 


Charles  H.  Okell. 

Chris.  Lee 

Antone  D.  Yost. . 
Oscar  P.  Huntress 

James  Igo 

James  Cavanaugh. 
William  I.  Nash.  . 
Fred.  W.  Brown.  . 
George  W.  Lake.  . 


Age. 

No.  of  Badge 

31 

34 

One 

25 

Two 

38 

Three 

26 

Four 

24 

Five 

31 

Six 

30 

Seven 

23 

Eight 

Station  No.  2. 


Lierutenai  I 

Private 

Private 

Private 
Private 


John    !•'.  0.  ( -omsto- ■'; 32  

William  C.  Horn 27  Nine 

James  Meloney 31  Ten 

William  P.  Thoney 23  Eleven 

Carl  Hartwig  (Sub) 26  Twelve 


Captain  in  command,  Russell  White,  age  4S. 
Headquarters,  Stevenson  Street  Station. 


APPOINTMENTS,  RESIGNATIONS,  ETC.,  DURING  THE  YEAR. 


Appointments. 

Mr.  hied.  W.  Brown  was  appointed  as  circuit  man  July  L5,  L885. 
The  above  appointment  increased  the  force  one  man. 

George  W.  Lake  was  appointed  July  15,  1885,  in  place  of  vacancy 
existing  since  1884. 
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TOTAL  NUMBER  OF  ALARMS  RECEIVED  DURING  THE  YEAR. 

Received,  all  told 314 

( )f  which  there  were  Bell  Alarms 215 

Still  Alarms 34 

Telephone  Alarms 65 

Total 314 


SERVICES  PERFORMED  BY  PATROL. 

Iloms  of  active  service "273  hours  10  minutes. 

Number  of  covers  spread 1 ,422 

"         "     Fires  extinguished 23 

"  "     Extinguishers  used 70 

Twenty-five  alarms  being  out  of  the  usual  Patrol  District,  were  responded 

to  by  the  Captain. 

Note. — The  Patrol  hereafter  responds  to  all  alarms. 


Jan. 

loth. 

Feb. 

3rd, 

" 

18th. 

" 

28th. 

Marc] 

i      2nd. 

10th. 

" 

21st. 

April 

23rd. 

May 

15th. 

July 

1st. 

" 

4th. 

" 

29th. 

lug. 

12th. 

" 

15th. 

Sept. 

2nd. 

Oct. 

2nd. 

Nov. 

4th. 

" 

9th. 

Dec. 

6th. 

FIRES  EXTINGUISHED  BY   PATROL. 

33  Second  street Restaurant 

200  to  206  Front  street Lamp  Store 

417  Commercial  street Shoe  Factory 

73S-740  Market  street   Shoe  Factory 

226  Battery  street Shoe  Factory 

32  Summer  street Restaurant 

24  Montgomery  street Dental  Room 

8-10  Stevenson  street Paint  Factory 

112  Steuart  street Boarding  House 

19  Stevenson  street Machine  Shop 

131  Larkin  street Millinery  Store 

29  Jessie  street Dwelling 

45  Ecker  street Grocery  and  Dwelling 

70  Jessie  street Dwelling 

1427  Post  street Dwelling 

S67  Market  street Lodging  House 

18-20  Fremont  street Coffee  and  Spice  Mill 

411  Stevenson  street Dwelling 

68  First  street Saloon 

Second  and  Stevenson  streets Bakery  and  Restauant 

213-215  Sansome  street Insurance  Office 

419-421  Kearny  street Fancy  Goods  Store 

42  Jessie  street Dwelling 


r   h)  i 


THE  FOLLOWING  RECORD  WILL  SHOW  THE  NUMBER  OF  COVER 
USED  AT  65  FIRES. 


5  Fires  of    I  Cover  eac 


8     " 

o 

1      " 

3 

4      " 

4 

5      " 

5 

3     " 

6 

6      " 

7 

."> 

8 

3      " 

9 

2      .< 

10 

1      " 

11 

2      " 

If) 

4      " 

17 

1       " 

19 

50 


ii; 
■a 

16 

25 

KS 
4-2 
40 

27 
20 
11 
30 

68  || 
I!) 

340 
1,082 


re  "f  23  <  lovers  each 

1  25  "         " 

28  " 

.{.,  (< 

36 

44  " 

53  " 

58  " 

63  " 

109  " 

115  " 

143  " 
151 

168  " 


23 

25 
28 
66 
36 

44 
53 
58 
63 
109 
115 
143 
151 
I  (is 

1,082 


Total  number  of  covers 


Total 


AN   APPROXIMATION 

lilVINil    AREA    AND   NUMBER   OF    BUILDINGS    IN    THE    FOLLOWING: 

Embracing  all  north  of  Market  street,  east  of  Kearny  street,  to  Broadway 
and  to  the  Bay,  contains  say  104.4  acres,  and  say  1,476  buildings. 

Embracing  all  north  of  Market  street,  east  of  Larkin  street,  west,  of 
Kearny  street  to  the  Bay,  contains  say  565.5  acres,  anil  say  7,H7.'!  buildings. 

Embracing  all  else  north  of  Market  street,  east  of  Fillmore  street,  west 
of  Larkin  street  to  the  Bay,  contains  say  648.34  acres,  and  say  4,645  buildings. 

Embracing  all  else  north  of  Market  street  and  to  the  westward  and  to  the 
Bay,  contains  say  686.69  acres,  and  say  2,922  buildings. 

Embracing  all  south  of  Market  street,  east  of  Second  street  and  to  the 
Bay,  contains  say  174.89  acres,  and  say  1,823  buildings. 

Embracing  all  south  of  Market  street  and  east  of  Eighth  street,  to  Second 
street  and  down  to  Mission  Creek,  contains  say  487.02  acres,  and  say  6,598 
buildings. 

Embracing  all  south  of  Market  street  and  west  of  Eighth  street,  taking 
in  all  of  the  Mission  and  IVrnal  Heights,  etc.,  contains  say  91 1.01  acres,  and 
say  6,504  buildings. 

Embraces  Potrero  Nuevo,  so  called  ;  numerous  scattered  buildings. 

Embraces    South    San    Francisco,    so   called,    also    numerous    scattered 


Embracing  all  east  of  Kearny  street,  north 
tains  f.ay  67.19  acres,  and  say  844  buildings. 


il    B 


ay  to  the  Bay,  con 
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CONDENSED  SCHEDULE  OF  PROPERTY  ON    HAND  AT  THE 
PATROL  STATIONS. 

Station  No.  1,  Stevenson  and  Ecker  Streets, 

Horses •"> 

Wagon,  Large,  two-horse — for  duty  in  Mercantile   District 1 

Wagon,  small,  two-horse — for  duty  on  Hill   District I 

Buggy ; i 

( !oyers 240 

Together  with  all  other  equipments. 


Station  No.  2,  Grove  Street,  between  Larkin  and  Polk  Streets. 

Horses  (one  of  which  is  spare) 3 

Wagon,  two-horse — for  regular  service 1 

Wagon,  two-horse  (spare),  fully  equipped  and  ready  for  service  in  case 

of  accident  to  other  apparatus 1 

Covers 102 

Together  with  all  other  equipments,  including  building  and  improvements. 


COVERS  DESTROYED  AT  FIRES. 

May  21st,  Box  79,  cover  burned 1 

September  2d,  Pox  (53,  covers  burned 4 

October  8th,  Box  37,  covers  burned <>4 

In  use  by  Fire  I  >epartment 2 

71 


OAKLAND  FIRE  DEPARTMENT. 
Have  in  use,  covers I 'J 
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Grade  of  losses  l885. 


105 

58 

34 

5 

2 

3 


Under  $100 \  $  2,559  05 

$100  to  si, 000 22,374  17 

§1,000  to  §10,000 101,648  60 

$10,000  to  $20,000 65,528  41 

§20,000  to  §30,000 43,934  87 

§30,000  to  §40,000 I  124,991  S5 


$  24  37 
385  76 

2,989  66 
13,105  68 
21,967  44 
41,663  9*5 


During  the  past  year  three  fires  caused  a  loss  of    §686, 365  44 
January  30,  1885 — 19  to  49  Beal  street,  occupied  by 

Holt  Bros.,  carriage  trimmings;  White  Bros., 

hardwood  lumber;  loss §55,432  44 

September  2,    1885 — Fourth,    Bryant   and    Silver 

streets:  dwellings,  factories  and  stores;  loss 76,577  20 

OctoberS,  1SS5 — Crocker's:  Bush  street,   Sansome 

and   Sutter  streets;   loss 554,355  80 

Total §686,365  44 


Note.-  The  estimate  of  amount  saved  to  Underwriters  du: 
t   M.63,000.00. 


is,'  the  year  by  the  Patrol  is,  at 


ALARMS  ATTENDED  AND  DUTY  PERFORMED  BY  THE  FORCE 
SINCE  ITS  ORGANIZATION. 


Year 

Alarms. 

Covers  Si-read. 

Hours  Duty. 

1875  

1876 

16S 
322 
372 
370 
344 
352 
380 

206 
1,136 

1,269 

1,163 

808 

1,129 

1  140 

H.  M. 

132  15 
219  59 

1877 

229  4(i 

1878     

194  10 

1879 

175  10 

1880 

225  40 

1S81 

312  20 

1SS2  

343       1  010 

275  50 

1883 

1884 

392 
319 
314 

3,676 

1,133 
1,003 
1,422 

11,428 

287  30 
211  15 

1885       

273  10 

Totals 

2,437  05 

L    i-J    1 


TREASURER'S    REPORT 

01' 

Receipts  and  Disbursements 

For  the  Year  ending  December  31st,  1885. 


I    herewith   submit   my    report  as   Treasurer   of   the    Underwriters'    Fin 
Patrol  of  San  Francisco  for  the  year  ending  December  31st,  1885. 


Receipts. 

1885. 

Balance  from  1884 $3,21  1    15 

Jan.    31.      Assessment  No.  40,  levied  on  returns  of  De- 
cember SI st,  1884 $5, 195  50 

April  30.     Assessment  No.  41,  levied  on  returns  of  March 

31st,  1885 5,862  65 

July    31 .     Assessment  No.  42,  levied  on  returns  of  June 

30th,    1885 5,071   00 

Oct.    31.     Assessment  No.  43,  levied  on  returns  of  Sep- 
tember 30th,  1885 0,300  80 

-   '23,110  95 
Rent  of  portion  of  Patrol  premises 300  00 

$26,691   10 


[     15     1 


hlSISl'RSEWEV 


1885. 

Dec.   31.     Rent  for  the  year $  2,640  00 

Pay-roll  account 16,800  00 

Inspection  Bureau 1 ,085  1 5 

Feed  account 653  96 

Equipment  Account : 

Exchange  of  Horses.  .$25.00 

Hay  Cutter 7.00 

$32  00 

Less  sale  of  wheels 10  00 

22  00 

<  ieneral  Expense  Account : 

Repairs,  wear  and  tear $2,487  4!) 

Printing  and  Stationery  ....       228  85 

Gas 180  40 

Water 73  55 

Horse-shoeing 278  00 

Newspapers 57   10 

Removing  manure 44  00 

Washing 82  70 

Taxes 33  13 

Telephone  rent 47  75 

Attorneys'  fees,  etc 136  00 

Secretary  and  Treasurer..  .  .        450  00 

$4,098  (17 

$25,300  08 
Balance  on  hand 1,391  02 

$26,691   10 


WM.  .1.   LANDERS,  Secretary  and  Treasurer. 
Headquarters  Underwriters'  Fire  Patrol, 

San   Francisco, January  2d,  1886. 


STATEMENT 

OF 

RECEIPTS  AND  DISBURSEMENTS 

OF    THE 

Underwriters'  *  Fire  *  Patrol  *  Relief  *  Associat 

For  the  Year  ending  (December  31st.  1885. 


1885.  Receipts 

Balance  from    1884 

Aug.  18.     Interest  on  deposits 

Dec.   31       Interest  on  deposits 


I  llSBUBSEM  I'  VIS. 

Accident  Insurance  Premiums 

Balance  on  deposit  in  Hibernia  Savings  and 

Loan  Society $1 ,744  27 

Balance    on    deposit    in    Security    Savings 

Bank 389  28 

2,133  A5 


* 

$2,234  00 
44  66 
40  89 

85  55 

$2,319  55 

s  186  00 

$2,319  Hfi 


WM.  J.   LANDERS, 

Secretary  and  Treasure 


Eeadquabtebs  U.    F.    L'.    Relief  Association, 

S.w   Francisco,  January  4th,  1886. 


CAUSES   OF   FIRES  AND   ALARMS  — CLASSIFIED  TABLE   FOR   YEAR  188! 


CLASS  OF   RISKS  IN  WHICH   FIRES  OCCURRED. 


Causes  of  Fires 

A  Nil 

Their  Locations. 

Brewery. 

l;l.u-l;  smith  .simp. 
Blind  Factory. 
Coal  Oltice. 
Coffee  and  Spice  Mill. 
Car  Load  of  Hay. 

Cigarette  Factory 
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FIRE    RECORD. 


Mepdct 


Fires  and  Alarms, 

Duty  Performed  and  Covers  Spread 

By  the   Patrol, 
■ 

For  the  year  ending  December  jz,  1885. 


JANUARY. 

Friday,        Second  street.     Wieland's  Brewery. 
2d,  Cause  of  fire,  explosion  of  alcohol. 

7.35  p.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Loss,  $100. 

Sunday,  No.  527  Mission  street. 

4th,  Needless  alarm  for  burning  chimney  in  dwelling. 

4.38  p.  m.  ,  Responded  to  by  Station  No.  1. 

Still.  In  service  fifteen  minutes. 

Wednesday,  N.  E.  corner  of  Front  and  Valle jo  streets. 

7th,  Needless  alarm  for  burning  chimney  in  coal-yard  office. 

2.23  a.  M.,  Responded  to  by  Station  No.  1. 

Box  13.  In  service  twenty  minutes. 

Wednesday,  No.  505  Sutter  street. 

7th,  Needless  alarm  for  burning  chimney  in  dwelling. 

4.29  p.  m.,     Responded  to  by  Station  No.  1. 
Box  49.        In  service  twenty-five  minutes. 
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Friday,        No.  2504  Scott  street.     Two-story  frame  dwelling. 
9th,  Cause  of  fire,  defective  chimney. 

1.50  p.  m.,     Responded  to  by  the  Captain. 
Box  256.       In  service  one  hour. 

Insurance  on  building,  $3,125.     Losses  paid,  $85. 
Insurance  on  contents,  $2,000.     Losses  paid,  $15.25. 

Friday,        No.  10  Reed  sti*eet.     Two-story  frame  dwelling. 
9th,  Cause  of  fire,  unknown. 

4.15  p.  m.,     Responded  to  by  vStation  No.  1. 
Box  128.       In  service  forty-five  minutes. 

Insurance  on  building,  $700.     Losses  paid,  $99. 
Loss  on  property  not  insured,  $100. 


Sunday,        Nos.  419  to  421  Front  street.     Two-story  brick  building. 
11th,  Cause  of  fire,  defective  boiler. 

7.37  a.  m.,     Responded  to  by  Station  No.  1. 
Box  18.        In  service  one  hour  and  thirty  minutes. 
Covers  spread,  five. 

Insurance  on  buildings,  $2,000.  Losses  paid,  $250. 
Insurance  on  contents,  $5,800.  Losses  paid,  $4,435. 
Loss  on  property  not  insured,  $250. 


Wednesday,  Everett  street,  between  Fourth  and  Fifth  streets. 

14th,  Needless  alarm  for  burning  tar  barrel  in  street. 

1.00  p.  M.,     Responded  to  by  Station  No.  1. 
Box  61.        In  service  twenty  minutes. 

Loss  on  property  not  insured,  $5. 

Thursday,    Nos.  33  to  41  Second  street.     Three-story  brick  building. 
^       15th,         Cause  of  fire,  upsetting  coal-oil  lamp. 
4.53  A.  M.,     Responded  to  by  Station  No.  1. 
Still.'       In  service  one  hour. 

Extinguishers  used,  two. 

Extinguished  by  Patrol  and  Engine  No.  4. 

Insurance  on  building,  $15,000.     Losses  paid,  $376.65. 

Insurance  on  contents,  $1,000.     Losses  paid,  $451. 

Monday,  False  alarm. 

19th,  Responded  to  by  Station  No.  2. 

2.03  A.  M.,  In  service  twenty  minutes. 
Box  139. 


Tuesday,  False  alarm. 

20th,  Responded  to  by  Station  No.  2. 

1.41  a.  m.,  In  service  twenty-five  minutes. 
Box  96. 
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Tuesday,      No.  1633  Market  street.     One-story  frame  building. 
20th,  Cause  of  fire,  unknown. 

2.40  a.  M.,     Responded  to  by  Station  No.  2. 
Box  SO.        In  service  one  hour. 
Covers  spread,  two. 

Insurance  on  building,  $250.  Losses  paid,  $91. 
Insurance  on  contents,  $300.  Losses  paid,  $99. 
Loss  on  property  not  insured,  $250. 


Wednesday,  Nos.  573  to  575  Market  street. 

21st,  Alarm  for  reflection  of  fire  in  stove  on  ceiling. 

1.35  a.  m.,     Responded  to  by  Station  No.  1. 

Still.  In  service  twenty  minutes. 


Sunday, 

25th, 

4.22  a.  m 

Box  14. 


False  alarm. 

Responded  to  by  Station  No.  1. 

In  service  twenty  minutes. 


Monday,  Montgomery  street,  near  Washington  street. 

28th,  False  Alarm.     Messenger  wanted. 

10.52a.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  fifteen  miimtes. 

Tuesday,      Nos.  12  and  12%  Washington  street.    Two-story  frame  buildings. 

27th,  Cause  of  fire,  sparks  from  chimney. 

1.50  p.  M.,     Responded  to  by  Station  No.  1. 
Box  15.        In  service  forty-five  minutes. 
Covers  spread,  four. 

InsuranceTOn  buildings,  $3,000.     Losses  paid,  $115. 
Insui'ance  on  contents,  $2,250.     Losses  paid,  $35.  . 

Loss  on  property  not  insured,  $10. 

Tuesday,  No.  12  Ellis  street.     Smoke  issuing  from  building. 

27th,  Cause  of  fire,  defective  range. 

3.49  p.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty-five  minutes. 


Wednesday,  Nos.  734  to  73S  Howard  street.     Two-story  frame  buildings. 

28th,  Cause  of  fire,  boiling  over  of  kettle  of  fat. 

8.37  p.  m.,     Responded  to  by  Station  No.  1. 
Box  61.        In  service  one  hour. 
Covers  spread,  one. 

Insurance  on  buildings,  $3,500.     Losses  paid,  $870. 
Insurance  on  contents,  $1,400.     Losses  paid,  $525. 
Loss  on  property  not  insured,  $10. 
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Thursday,     Nos.  20  and  22%  Rausch  street.     Two-story  frame  dwelling 

29th,  Cause  of  fire,  unknown. 

3.15  a.  m.,     Responded  to  )>y  Station  No.  2. 
Box  184.       In  service,  one  hour. 
Covers  spread,  eight. 

Insurance  on  buildings,  $4,100.     Losses  paid,  $667. 
Insurance  on  contents,  $600.      Losses  paid,  $75. 
Loss  on  property  not  insured,  $275. 


Friday,        Nos.  17  to  51  Beale  street.     Two-story  frame  buildings. 
30th,  Cause  of  fire,  unknown. 

6.35  p.  m.,     Responded  to  by  Station  Nos.  1  and  2. 
0.4.">  p.  m.,     In  service,  three  hours. 

Box  52,        Covers  spread,  one  hundred  and  forty-three. 
2d  Alarm.      Insurance  on  buildings,  $33,400.     Losses  paid,  $0, 508.69. 
Insurance  on  contents,  $516,350.      Losses  paid,  $45,633.71. 
Loss  on  property  not  insured,  $15,631. 


FEBRUARY. 


Sunday,  No.  109  Montgomery  street. 

1st,  Needless  alarm  for  chimney  burning. 

7.39  a.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service,  twenty  minutes. 


Sunday,        Foot  of  Seventh  street.     Two  cars  loadei 
1st,  Cause  of  fire,  spark  from  locomotive. 

10.4  A.  m.,     Responded  to  by  Station  No.  2. 
Box  182.       In  service,  twenty-five  minutes. 

Loss  on  property  not  insured,  $300. 


witli  hay  on  track. 


Sunday,  Natoma  street  near  Second. 

1st,  Needless  alarm  for  chimney  burni 

7.52  p.  m.,  Responded  to  by  Station  No.  1. 

Still.  In  service,  fifteen  minutes. 


in  dwellim 


Tuesday,       Nos.  731  and  733  Washington  street.     Four-story  brick  building. 
3d,  Cause  of  fire,  defective  wooden  flue. 

4.48  A.  M.,     Responded  to  by  Station  No.  1. 
Box  25.        In  service,  twenty-five  minutes. 

Insurance  on  buildings,  $5,000.      Losses  paid,  $15. 
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Tuesday,      Nos.  200-206  Front  street 
3d,  Cause  of  fire,  supposed  ca 

4.4(i  p.  M.,     Responded  to  by  Station  No.  1. 
Box  246.       In  service  forty-five  minutes. 
Covers  spread,  seven. 
Extinguishers  used,  one. 
Extinguished  by  Patrol. 
Insurance  on  buildings,  $10,000 
Insurance  on  contents,  $22,400. 


Two-story  brick  buildings. 
with  cigar. 


Losses,  $25.     No  claim. 
Losses  paid,  $100. 


Saturday,      Nos.  846-S52  Howard  street.     Two-story  frame  buildings. 

7th,  Cause  of  fire,  unknown.     Started  at  No.  852  Howard  street. 

3.3S  a.  m.,     Responded  to  by  Stations  Nos.  1  and  2. 
3.40  a.  M.,     In  service  two  hours  and  thirty  minutes. 
Box  64,        Covers  spread,  fifteen. 
2d  Alarm.     Insurance  on  buildings,  $5,800.     Losses  paid,  $3,250. 

Insurance  on  contents,  S10,000.     Losses  paid,  $3,034.40. 
Loss  on  property  not  insured,  $9,671.50. 


Sunday,        Nos.  419-421  Battery  street.     Three-story  brick  buildings. 
8th, '  Cause  of  fire,  defective  dry  room. 

6.41  p.  m.,     Responded  to  by  Station  No.  1. 
Box  26.        In  service  two  hours. 

Covers  spread,  thirty-three. 

Insurance  on  contents,  $17,000.     Losses  paid,  $1,803.50. 

Loss  on  property  not  insured,  $200. 


Monday,  No.  638  Folsom  street. 

16th,  False  alarm.     Carriage  wanted. 

9.15  a.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Monday,  No.  216  Sansome  street. 

16th,  Cause  of  fire,  hot  ashes  and  paper  in  basement  of  building. 

11.45 p.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  forty  minutes. 


Wednesday,  No.  417  Commercial  street.     Three-story  brick  building. 

18th,  Cause  of  fire,  defective  range. 

3.50  a.  M.,     Responded  to  by  Station  No.  1. 
Box  26.        In  service  one  hour. 

Extinguishers  used,  two. 

Extinguished  by  Patrol. 

Insurance  on  contents,  $8,000.     Losses  paid.  $55.75. 

Loss  on  property  not  insured,  $25. 
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One- 


Sunday,        Nos.  202-200  Bush  street.     Two-story  frame  buildings. 
22d,  Cause  of  fire,  unknown. 

1.53  A.  m.,     Responded  to  by  Station  No.  1. 
Box  37.       In  service  two  hours. 
Covers  spread,  eight. 
Extinguishers  used,  two. 

Held  in  check  until  arrival  of  Fire  Department. 
Insurance  on  buildings,  §3,500.     Losses  paid,  $550. 
Insurance  on  contents,  $8,000.     Losses  paid,  $4,470. 

Monday,       Fremont  street,  between  Bryant  and  Harrison  streets. 
23d,   •  story  frame  building. 

6.15  p.  m.,     Cause  of  fire,  defective  stove  pipe. 
Box  263.       In  service  twenty-five  minutes. 
Loss  on  property  not  insured,  $5. 

Tuesday,      No.  903  Post  street.     Two-story  frame  building. 

24th,  Cause  of  fire,  defective  chimney. 

1.46  a.  m.,     Responded  to  by  Station  No.  2. 
Telephone.     In  service  forty  minutes. 

Loss  on  property  not  insured,  $25. 

Wednesday,  No.  115  Jackson  street.     Two-story  frame  building. 

25th,  Cause  of  fire,  unknown. 

12.06  a.  m.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  one  hour. 

Insurance  on  contents,  $10,000.     Losses  paid,  $891. 

Loss  on  property  not  insured,  $2.50. 


Wednesday,  No.  528  Ellis  street. 

25th,  False  alarm.     Messenger  wanted. 

9.56  a.  m.,     Responded  to  by  Station  No.  2. 
Telephone.     In  service  twenty-five  minutes. 

Friday,        No.  725  Brannan  street.     Two-story  frame  dwelling. 
27th,  Cause  of  fire,  supposed  incendiary. 

3.50  a.  m.,     Responded  to  by  Station  No.  2. 
Box  152.       In  service  forty-five  minutes. 

Insurance  on  building,  $1,500.     Losses  paid  $50. 
Insurance  on  contents,  $900.     Losses  paid,  $114.30. 

Friday,  Rear  of  No.  835  California  street.     Two-story  frame  building 

27th,  Cause  of  fire,  defective  chimney. 

11.46  a.  m.,  Responded  to  by  Station  No.  1. 

Box  24  In  service  one  hour, 

and  Covers  spread,  one. 

Telephone.  Loss  on  property  not  insured,  $125. 


Saturday,      Nos.  738-740  Market  street.     One-story  frame  building. 

28th,  Cause  of  fire,  defective  chimney. 

2.16  p.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  one  hour. 

Extinguishers  used,  two. 

Extinguished  by  Patrol. 

Insurance  on  building,  $3,750.     Losses  paid,  $30. 

Insurance  on  contents,  $62,200.     Losses  paid,  $28. 


MARCH. 

Monday,       No.  226  Battery  street.     Two-story  frame  building. 
'2d,  Cause  of  fire,  defective  chimney. 

5.34  a.  m,,     Responded  to  by  Station  No.  1. 
Box  31.        In  service  forty  minutes. 
Extinguishers  used,  two. 
Extinguished  by  Patrol. 

Insurance  on  building,  $1,000.     Losses  paid,  $40. 
Insurance  on  contents,  $2,000.     Losses  paid,  $5. 

Tuesday,       No.  16  William  street.     One-story  frame  dwelling. 
3d,  Cause  of  fire,  children  with  matches. 

2.21  p.  m.,     Responded  to  by  Station  No.  2. 
Box  45.        In  service  twenty-five  minutes. 

Insurance  on  building,  $100.     Losses  paid,  $20. 
Loss  on  property  not  insured,  $10. 

Tuesday,      Nos.  817-819  Dolores  street.     Two-story  frame  dwelling. 
3d,  Cause  of  fire,  supposed  sparks  from  chimney. 

3.44  p.  m.,     Responded  to  by  Station  No.  2. 
Box  237.       In  service  two  hours. 
Covers  spread,  six. 

Insurance  on  buildings,  $1,000.  Losses  paid,  $875. 
Insurance  on  contents,  $1,000.  Losses  paid,  $500. 
Loss  on  property  not  insured,  $150. 

Tuesday,      Diamond  and  Jersey  streets.     Two-story  frame  dwelling. 
3d,  Cause  of  fire,  defective  chimney. 

6.18  P.  m.,     Responded  to  by  the  Captain. 
Box  275.       In  service  one  hour  and  thirty  minutes. 

Insurance  on  building,  $2,200.     Losses  paid,  $10. 

Thursday,      Nos.  2-16  Fourth  street.     Two-story  frame  buildings. 

5th,  Cause  of  fire,  unknown. 

2.44  A.  M.,     Responded  to  by  Stations  Nos.  1  and  2. 
Box  62.        In  service  three  hours. 

Covers  spread,  twenty-five. 

Insurance  on  contents,  $29,500.     Losses  paid,  $10,979.85. 

Loss  on  property  not  insured,  $525. 
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Thursday,       Utah  and  Center  streets.     One-story  frame  building. 

5th,  Cause  of  fire,  boiling  over  of  kettle  of  varnish . 

6.27  P.  m.,     Responded  to  by  Station  No.  2. 
Box  18.5.       In  service  fifty  minutes. 

Insurance  on  building,  $200.     Losses  paid,  $200. 
Insurance  on  contents,  $1,300.      Losses  paid,  $1,300. 
Loss  on  property  not  insured,  $3,900. 

Sunday,        No.  15  Fourth  street.     Slight  fire  under  sidewalk. 
7th,  Cause  of  fire,  carlessness  with  cigar. 

7. 14  p.  m.,     Responded  to  by  Station  No.  1. 
Box  62.        In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $5. 

Saturday,      No.  2100  Steiner  street.     Two-story  frame  dwelling. 

7th,  Cause  of  fire,  supposed  children  with  matches. 

7.50  p.  m.,     Responded  to  by  the  Captain. 
Box  321.       In  service  one  hour. 

Insurance  on  building,  $1,700.     Losses  paid,  $115. 
Loss  on  property  not  insured,  $200. 


Saturday,  Corner  of  Market  and  Sixth  streets. 

7th,  False  alarm.     Messenger  wanted. 

10.40p.m.,  Responded  to  by  Station  No.  2. 

Telephone.  In  service  twenty  minutes. 

Monday,  Brannan  and  Clinton  streets. 

9th,  Needless  alarm  for  chimney  burning. 

6.29  p.  m.,  Responded  to  by  Station  No.  2. 

Box  154.  In  service  twenty-five  minutes. 

Saturday,  No.  741  Market  street. 

14th,  False  alarm.     Messenger  wanted. 

7.40  p.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Monday,       No.  32  Summer  street,  rear.     Three-story  brick  building. 

16th,  Cause  of  fire,  defective  flue. 

11.25  a.m.,     Responded  to  by  Station  No.  1. 
Box  12.        In  service  twenty-five  minutes. 
Extinguishers  used,  one. 
Extinguished  by  Patrol, 
Insurance  on  building,  $5,000.     Losses  paid,  $24. 


Tuesday,      No.  107  Kearny  street.     Four-story  brick  building. 

17th,         Cause  of  fire,  goods  too  near  gas-light. 
1.35  A.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  one  hour. 

Insurance  on  contents,  $160,000.     Losses  paid,  $152.25. 


Tuesday,  Corner  of  Eddy  and  Powell  streets. 

17th,  False  alarm. 

11.10  a.  m.,  Responded  to  by  Station  No.  2. 

Telephone.  In  service  twenty  minutes. 


Saturday,      No.  24  Montgomery  street.     Three-story  brick  building. 

21st,  Cause  of  lire,  carelessness  with  matches. 

9.15  P.  M.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  twenty-five  minutes. 

Extinguishers  used,  two. 

Extinguished  by  Patrol. 

Insurance  on  building,  $15,000.     Losses  paid,  $100. 

Loss  on  property  not  insured,  $25. 

Monday,       Nos.  1021-1027  Howard  street.     One-story  frame  buildings. 

23d,  Cause  of  fire,  unknown. 

1.21  a.  m.,     Responded  to  by  Station  No.  2. 
Box  159.      In  service  one  hour. 
Covers  spread,  five. 

Insurance  on  buildings,  $1,000.  Losses  paid,  $825. 
Insurance  on  contents,  $1,500.  Losses  paid,  $875. 
Loss  on  property  not  insured,  $150. 

Monday,  Nos.  63-65  Stevenson  street.     Two-story  brick  buildings. 

23d,  Cause  of  fire,  smoke  from  leaky  chimney.     • 

7.59  A.  M.,  Responded  to  by  Station  No.  1. 

Still.  In  service  twenty  minutes. 

Monday,       No.  1034  Market  street.     Three-story  frame  building. 
23d,  Cause  of  fire,  unknown. 

8.45  P.  M.,     Responded  to  by  Station  No.  2. 
Box  47.        In  service  fifty  minutes. 
Covers  spread,  six. 

Insurance  on  contents,  $2,000.     Losses  paid,  $24S.52. 
Loss  on  property  not  insured,  $50. 

Tuesday,  Nos.  12-16  Stockton  street.     Four-story  brick  buildings. 

24th,  Cause  of  fire,  carelessness  with  cigarettes. 

4.10  p.  m.,  Responded  to  by  Station  No.  1. 

Box  48  In  service  forty-five  minutes, 

and  Insurance  on  buildings,  $2,300.     Losses  paid,  $250. 

Telephone.  Insurance  on  contents,  $6,000.     Losses  paid,  $260. 

Thursday,      No.  32%  Minna  street. 

26th,  Cause  of  fire,  carelessness  with  coal-oil  lamp. 

3.58  A.  m.,     Responded  to  by  Station  No.  1. 
Box  62.        In  service  fifty  minutes. 

Insurance  on  building,  $1,800.     Losses  paid,  $20. 
Insurance  on  contents,  $2,000.     Losses  paid,  $235.50. 
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Friday,  No.  10'25  Post  street. 

27th,  Needless  alarm  for  burning  chimney  in  dwelling. 

7.10  P.  m.,  Responded  to  by  Station  No.  2. 

Box  137.  In  service  twenty  minutes. 

Monday,       No.  436  Valley  street.     One-story  frame  dwelling. 
30th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

1.41  a.  m.,     Responded  to  by  the  Captain. 
Box  2S3.       In  service  one  hour  and  thirty  minutes. 

Insurance  on  building,  .$900.     Losses  paid,  $101. 
Insurance  on  contents,  $200.     Losses  paid,  $14.50. 

Monday,  No.  997  Market  street. 

30th,  False  alarm,  messenger  wanted. 

4.14  p.  m.,  Responded  to  by  Station  No.  2. 
Telephone.  In  service  fifteen  minutes. 

Tuesday,      No.  206  Hyde  street.     Two-story  frame  dwelling. 
31st,  Cause  of  fire,  defective  chimney. 

2. 10  p.  m.,     Responded  to  by  Station  No.  2. 
Box  91.        In  service  one  hour. 

Insurance  on  building,  $2,000.     Losses  paid,  $15. 

Tuesday,  No.  213  Dupont  street. 

31st,  False  alarm. 

2.15  p.  m.,  Responded  to  by  Station  No.  1. 
Telephone.  In  service  fifteen  minutes. 


APRIL. 


Wednesday,  South  side  of  Geary  street,  between  Cough  and  Octavia  streets. 

1st,  One-story  frame  building.     (Unoccupied.) 

12.45a.m.,  Cause  of  fire,  incendiary. 

1.03  A.  m.,  Responded  to  by  Station  No.  2. 

Box  176  In  service  one  hour  and  forty- live  minutes, 

and  Loss  on  property  not  insured,  $50. 
Telephone. 

Wednesday,  No.  914  O'Farrell  street.     Two-story  frame  dwelling. 

1st,  Cause  of  fire,  children  with  matches. 

7.59  P.  M.,      Responded  to  by  Station  No.  % 
Box  94.        In  service  forty-live  minutes. 

Insurance  on  building,  $4,500.     busses  paid,  $25. 
Insurance  on  contents,  $4,000.     Losses  paid,  $142. 
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Friday,        S.  E.  corner  Sacramento  and  Dupont  streets.     Three-story  brick 
3d,  building. 

8.35  p.  m.,     Cause  of  fire,  unknown. 
Box  25.        Responded  to  by  Stations  Nos.  1  and  2. 
In  service  four  hours. 

Covers  spread,  one  hundred  and  fifty-one. 
Insurance  on  building,  $  IS,  500.     Losses  paid,  $7,380. 
Insurance  on  contents,  $7-4,650.     Losses  paid,  $14,383.00. 

Sunday,       Nos.  720-722  California  street.     Two-story  and  basement  frame 
5th,  buildings. 

8.44  p.  m.,     Cause  of  fire,  unknown. 

Box  29.        Responded  to  by  Station  No.  1. 

In  sexwice  two  hours  and  thirty  minutes. 

Covers  spread,  ten. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $1,600. 

Insurance  on  contents,  $2,500.     Losses  paid,  $1,790. 

Loss  on  property  not  insured,  $200. 

Monday,  Corner  of  Mission  and  Third  streets. 

6th,  Needless  alarm  for  chimney  burning. 

-12.15  a.m.,  Responded  to  by  Station  No.  1. 

Still.  In  service  twenty  minutes. 

Tuesday,  Nos.  718-720  Dupont  street.     Three-story  brick  buildings. 

7th,  Cause  of  fire,  upsetting  of  coal-oil  lamp. 

6.45  a.  m.,  Responded  to  by  Station  No.  1. 
Box  25.  In  service  two  hours. 

Insurance  on  buildings,  $6,000.     Losses  paid,  $440. 
Insurance  on  contents,  $35,200.     Losses  paid,  $3,750. 

Tuesday,      No.  1329  Sansome  street.     Roof  of  three-story  frame  building. 
_  7th,  Cause  of  fire,  defective  chimney. 

1.32  p.  m.,     Responded  to  by  Station  No.  1. 
Box  4.         In  service  forty-five  minutes. 
Covers  spread,  one. 
Insurance  on  building,  $2,500.     Losses  paid,  $55.55. 

Tuesday,       Nos.  1122  Market  street  and  19-19%  Turk  street.     Three-story 
7th,  frame  building. 

7.23  p.  M.,     Cause  of  fire,  defective  chimney. 
Box  95         Responded  to  by  Stations  Nos.  1  and  2. 
and  In  service  two  hours. 

Telephone.     Covers  spread,  forty-four. 
Extinguishers  used,  two. 

Insurance  on  building,  $6,500.     Losses  paid,  $700. 
Insurance  on  contents,  $2,500.      Losses  paid,  .^975. 
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Wednesday,  No.  1028  Market  street. 

Stli,  False  alarm,  messenger  wanted. 

1.02  P.  M.,     Responded  to  by  Station  No.  2. 
Telephone.     In  service  twenty  minutes. 

Saturday,      No.  421  Jones  street.     Two-story  frame  building. 

1  lth,  Cause  of  fire,  upsetting  glue  pot. 

11.05  a.  m.,     Responded  to  by  Station  No.  2. 
Box  45.        In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $10. 

Saturday,  False  alarm. 

11th,  Responded  to  by  Station  No.  1. 

11.45  p.m.,  In  service  twenty  minutes. 
Box  19. 

Sunday,        Nos.  868-870  Folsom  street.     Two-story  frame  church. 
12th,  Cause  of  fire,  spontaneous  combustion. 

1.23  p.  m.,     Responded  to  by  Station  No.  2. 
Box  158.       In  service  one  hour. 

Insurance  on  contents,  $800.     Losses  paid,  .$75. 

Tuesday,      No.  1616  Mission  street.     One-story  frame  hay  barn. 
14th,  Cause  of  fire,  carelessness  with  candle. 

10. 14  p.  M.,     Responded  to  by  Station  No.  2. 
Box  72.        In  service  fifty  minutes. 

Loss  on  property  not  insured,  $5. 


Tuesday,       Florida  and  Columbia  streets.     Two-story  frame  tannery. 
14th,  Cause  of  fire,  unknown. 

11.54 p.  m.,     Responded  to  by  the  Captain. 
Box  285.       In  service  one  hour  and  thirty  minutes. 

Insurance  on  building,  $350.     Losses  paid,  $350. 
Insurance  on  contents,  $400.     Losses  paid,  $215. 


Wednesday,  No.  508  Sutter  street.     Two-story  frame  dwelling. 

15th,  Cause  of  fire,  clothing  over  hot  stove. 

8.41  A.  m.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $10. 


Wednesday,  No.  404  Geary  street.     Roof  of  three-story  frame  dwelling 

15th,  Cause  of  fire,  sparks  from  chimney. 

2.07  P.  m.,     Responded  to  by  Station  No.  1. 
Box  42.        In  service  thirty-five  minutes. 
Covers  spread,  one. 
Insurance  on  building,  $4,250.     Loss,  $10.     No  claim. 
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Thursday,     Rear  of  235  Third  street.     Two-story  brick  smoke-house. 

16th,  Cause  of  fire,  defective  smoke-house. 

12.40  p.  M.,     Responded  to  by  Station  No.  1 . 
Box  61.        In  service  forty  minutes. 

Loss  on  property  not  insured,  $25. 

Thursday,     Nos.  S-10  Stevenson  street.     Four-stoiy  brick  building. 

23d,  Cause  of  fire,  spontaneous  combustion. 

7.27  p.  m.  ,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Extinguishers  used,  one. 
Extinguished  by  Patrol. 
Loss,  $10.     No  claim. 

Friday,  No.  207  Twenty-third  street.     One-story  frame  stable  (rear). 

24th,  Cause  of  fire,  iinknown. 

3.24  p.  m.,  Responded  to  by  Station  No.  2. 
Box  234.  In  service  one  hour. 

Loss  on  property  not  insured,  $150. 

Friday,        No.  657  Mission  street.     Three-story  frame  building. 
24th,  Cause  of  fire,  defective  chimney. 

4.05  p.  M.,     Responded  to  by  Station  No.  1. 
Still.  In  service  thirty-five  minutes. 

Insurance  on  building,  $800.     Loss,  $25.     No  claim. 
Insurance  on  contents,  $3,500.     Losses  paid,  $62.50. 

Saturday,  False  alarm. 

25th,  Responded  to  by  Station  No.  1. 

9.47  p.  m.,  In  service  fifteen  minutes. 
Box  42. 

MAY. 

Saturday,  Valencia  street,  between  Twenty-seventh  and   Twenty-eighth 
2d,  streets.     Roof  of  one-story  frame  building  (restaurant). 

7.25  p.  M.,  Cause  of  fire,  supposed  sparks  from  car-house  chimney. 
Box  284.  Responded  to  by  the  Captain. 

In  service  one  hour  and  thirty  minutes. 
Insurance  on  building,  $500.     Losses  paid,  $332.80. 


Sunday,        Bartlett  alley.     Two-story  brick  building. 
3d,  Cause  of  fire,  carelessness  with  candle. 

(i.17   P.  M.,     Responded  to  by  station  No.  1. 
Box  17.        In  service  fifty  minutes. 

Insurance  on  building,  $3,000.     Losses  paid,  $15. 
Insurance  on  contents,  $1,000.     Losses  paid,  $100. 
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Monday,       No.  1620  Union  street.     Two-story  frame  dwelling. 
4th,  Cause  of  fire,  carelessness  with  matches. 

9.08  A.  m.,     Responded  to  by  the  Captain. 
Box  253.       In  service  one  hour  and  thirty  minutes. 

Insurance  on  building,  $250.     Losses  paid,  $250. 
Insurance  on  contents,  $700.     Losses  paid,  $175. 

Monday,       No.  216  Broadway.     Two-story  frame  building. 
4th,  Cause  of  fire,  defective  oven. 

6.43  p.  m.  ,     Responded  to  by  Station  No.  1. 
Box  18.        In  service  one  hour. 
Covers  spread,  five. 

Insurance  on  building,  $1,500.      Losses  paid,  $56. 
Insurance  on  contents,  $5,000.     Losses  paid,  $170. 

Wednesday,  No.  1106  Hampshire  street.     Two-story  frame  tannery. 

6th,  Cause  of  fire,  supposed  incendiary. 

11.23  p.  m.,     Responded  to  by  the  Captain. 
Box  253.       In  service  three  hours. 

Insurance  on  building,  $2,650.     Losses  paid,  $1,079. 
Insurance  on  contents,  $4,350.     Losses  paid,  $1,891.75. 

Saturday,  Corner  Eddy  and  Larkin  streets.     Three-story  frame  building. 

9th,  Cause  of  fire,  smoke  from  adjoining  chimney. 

8.15  p.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  one  hour. 

Sunday,       Brannan  street,  between  Second  and  Third  streets.      Four-story 
10th,  frame  flour  mill. 

2.12  a.  m.,     Cause  of  fire,  incendiary. 
Box  57.        Responded  to  by  Stations  Nos.  1  and  2. 
In  service  three  hours. 

Covers  spread,  one  hundred  and  sixty-eight. 
Insurance  on  building,  $12,000.     Losses  paid,  $2,459. 
Insurance  on  contents,  $33,299.91.     Losses  paid,  $5,320. 

Tuesday,      No.  834  Harrison,  street.     Two-story  frame  dwelling  (roof). 
12th,  Cause  of  fire,  sparks  from  chimney. 

3.17  p.  M.,     Responded  to  by  Station  No.  1. 
Box  63.        In  service  thirty  minutes. 
Covers  spread,  one. 
Loss  on  property  not  insured,  $25. 

Friday,        N.  E.  cor.  Kentucky  and  Butte  streets. 
15th,  ing. 

12.27  a.m.,     Cause  of  fire,  unknown. 
Box  156.       Responded  to  by  the  Captain. 
In  seiwice  two  hours. 
Insurance  on  building,  $2,800. 
Insurance  on  contents,  $1,900 
Loss  on  property  not  insured,  $325 


One-story  frame  build- 


paid,  $1,750. 
paid,  $575.     . 
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Friday,        No.  112  Stewart  street.     Three-story  frame  building. 
15th,  Cause  of  fire,  supposed  incendiary. 

1.07  a.  m.,     Responded  to  by  Station  No.  1. 
Box  34.        In  service  twenty-five  minutes. 
Extinguishers  used,  one. 
Extinguished  by  Patrol. 
Loss  on  property  not  insured,  $25. 

Monday,       Nos.  614-024  Seventh  street.     One  and  two-story  frame  build- 

18th,  ings. 

12.33  P.  m.,     Cause  of  fire,  sparks  from  furnace. 
Box  156.       Responded  to  by  Station  No.  2. 

la  service  two  hours  and  thirty  minutes. 
Covers  spread,  ten. 

Insurance  on  buildings,  $2,186.     Losses  paid,  $2,140. 
.  Insurance  on  contents,  $8,377.     Losses  paid,  $1,759.95. 

Loss  on  property  not  insured,  $6,245.05. 

Tuesday,       Wood  street,  near  Point  Lobos  avenue.     Two-story  frame  dwell- 
19th,  ing. 

7.15  p.  M.,     Cause  of  fire,  defective  chimney. 
Box  327.       Responded  to  by  the  Captain. 

In  service  one  hour  and  thirty  minutes. 
Insurance  on  building,  $1,000.     Losses  paid,  $50. 
Insurance  on  contents,  $300.     Losses  paid,  $20. 

Thursday,     No.  15  Vallejo  street.     Two-story  frame  building  (roof). 

21st,  Cause  of  fire,  sparks  from  chimney. 

11.14  a.  m.,     Responded  to  by  Station  No.  1. 
Box  13.        In  service  forty  minutes. 

Insurance  on  building,  $400.     Losses  paid,  $12. 
Insurance  on  contents,  $400. 

Thursday,      Eleventh  and  Folsom  streets.    One  and  two  story  frame  buildings. 

21st,  Cause  of  fire,  unknown. 

3.05  p.  m.,     Responded  to  by  Station  No.  2. 
Box  79.        In  service  two  hours. 

Covers  spread,  twenty-eight.     One  destroyed  by  fire. 
Extinguishers  used,  two. 

Insurance  on  buildings,  si 3,600.     Losses  paid,  $3,690. 
Insurance  on  contents,  $4,300.     Losses  paid,  $705. 
Loss  on  property  not  insured,  $925. 

Thursday,  N.  E.  corner  of  Leavenworth  and  Geary  streets.      Three-story 

21st,  frame  building. 

6.17  p.  m.  ,  Cause  of  fire,  explosion  of  gas. 

Box  372  Responded  to  by  Station  No.  1. 

and  In  service  thirty-five  minutes. 

Telephone.  Insurance  on  building,  $3,000.     Loss,  $10.     No  claim. 
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Friday,        Now.  213-219  First  street.     Two-story  frame  foundry  near). 
22d,  Cause  of  fire,  unknown. 

2.52  a.  m.,     Responded  to  by  Station  No.  I. 
Box  58.        In  service  one  hour. 

Insurance  on  building,  $1,500.      Losses  paid,  $488. 
Insurance  on  contents,  $5,200.     Losses  paid,  $1,000. 

Sunday,       No.  505  Golden  Gate  avenue.      Two-story  frame  dwelling. 
24th,  Cause  of  fire,  children  with  matches. 

5.54  p.  m.,     Responded  to  by  Station  No.  '_». 
Box  91.        In  service  forty  minutes. 

Insurance  on  contents,  $2,000.      Losses  paid,  $75. 
Loss  on  property  not  insured,  $20. 

Thursday,       No.  313  Haight  street.      One-story  frame  stable  (rear). 

2Sth,  Cause  of  fire,  children  with  matches. 

11.18a.  m.,     Responded  to  by  Station  No.  2. 
Box  .381 .       In  service  one  hour. 
Covers  spread,  one. 

Insurance  on  building,  $2,500.      Losses  paid,  $7-r). 
Insurance  on  contents,  $1,250. 

JUNE. 

Monday,  No.  323  Geary  street. 

1st,  Needless  alarm  for  chimney  burning. 

7.35  p.  m.,  Responded  to  liy  Station  No.  1. 

Telephone.  In  service  twenty-five  minutes. 

Monday,       No.  23  Stevenson  street      Rear  of  four-story  brick  building. 

1st,  Cause  of  fire,  spark  from  furnace 

8  P.  M.,         Responded  to  by  Station  No.   1 . 
Still.  In  service  fifteen  minutes. 

Extinguishers  used,  one, 
Extinguished  by  Patrol. 

Wednesday,  No.  1588  Bush  street.     One-story  frame  wash-house  (rear). 

3d,  Cause  of  fire,  defective  chimney. 

2.14  A.  'm.,     Responded  to  by  Station  No.  2. 
Box  241.     In  service  one  hour. 

Loss  on  property  not  insured,  $25. 

Friday,       Nos.  1420-1422  Larkin  street.    Fire  under  front  steps  of  buildings. 

.r>th,  Cause  of  fire,  defective  gas-meter. 

3.34  P.  m.,     Responded  to  by  Station  No.  2. 
Box  138.       In  service  fifty  minutes. 

Insurance  on  buildings,  $8,000.      Losses  paid,  $50.25. 
Insurance  on  contents,  $5,000.      Losses  paid,  $20. 
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Saturday.      No.  306  Mason  street.     Two-story  frame  building. 

6th,  Cause  of  fire,  clothing  near  stove. 

!).47  a.  m..     Responded  to  by  Station  No.  1. 
Box  42.        In  service  twenty-five  minutes. 

Insurance  on  building,  $500.      Losses  paid,  $25. 
Loss  on  property  not  insured,  $2. 


Sunday,        No.  1716  Hyde  street.     Two-story  train. ■  dwelling 

7th,  Cause  of  fire,  upsetting  of  coal-oil  lamp. 

11  [>.  m.,       Responded  to  by  Station  No.  2. 
Box  129.       In  service  twenty-five  minutes. 

Insurance  on  building.  $1,500.     Losses  paid.  $25. 

Loss  on  property  not  insured,  $25. 


Monday.       Xoe  and  Twenty-ninth  street.     One-story  frame  dwelling. 
8th,  Cause  of  fire,  unknown. 

1.57  P.  m..     Responded  to  by  the  Captain. 
Box  283.        In  service  two  hours. 

Insurance  on  building,  $4,950.     Losses  paid,  $1,261.50. 
Insurance  on  contents.  $3,355.     Losses  paid,  $1,458.40. 

Wednesday,  Nos.  621-633  Jackson  street.     Three-story  brick  building 

10th,  Chinese  Theatre. 

7. "'7   )'.  M.,     Cause  of  fire,  defective  range. 

Box  2r>         Responded  to  by  Stations  Nos.  1  and  m2. 
and  In  service  five  hours. 

Telephone.     Covers  spread,  sixty-three. 

Insurance  on  buildings,  $26,000.      Losses  paid.  $6,320.50 
Insurance  on  contents,  $41,650.      Losses  paid,  $15,546.27 

Saturday,      Corner   of  Jackson   and    Oregon    streets.     One    and    t\\  i 

13th,  frame  buildings. 

11.05 P.  m  .     Cause  of  fire,  unknown. 
Box  19.         Responded  to  by  Station  No.   I  . 
In  service  two  hours. 
Covers  spread,  thirty-three. 
Insurance  on  buildings,  $20,500. 

Insurance  on  contents, $12,500.      Losses  paid,  $5,915. 
Loss  on  property  not  insured,  $600. 


Tuesday .  No.  017  Union  street. 

Kith,  Needless  alarm  for  chimney  burning  in  dwelling. 

3.33  p.  m.,  Responded  to  by  Station  No.  1. 

Box  8.  In  service  twenty-five  minutes. 
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Tuesday,      No.  1!)  Frederick  street.     Two-story  frame  dwellii 


Kith, 


Box   56. 


Friday, 
19th, 

4. 00  a.  M., 

BOX   40 

and 
Telephone. 


Cause  of  fire,  children  with  matches. 
Responded  to  by  Station  No.  1. 
In  service  twenty-five  minutes. 
Insurance  on  building,  $800. 
Lqss  on  property  not  insured,  $10. 

No.  314  Kearny  street.      Four-story  brick  building. 

Cause  of  fire,  unknown. 

Responded  to  by  Station  No.  1 . 

In  service  one  hour. 

Covers  spread,  seven.      Extinguishers  used,  one. 

Insurance  on  building,  $35,000.      Losses  paid,  $265. 

Insurance  on  contents,  $15,000.     Losses  paid,  $1,887.24. 


Wednesday,  No  317  Eddy  street.     Two-story  frame  dwellin 
24th,  Cause  of  fire,  old  paper  behind  range. 

5.14  l'.   M.,     Responded  to  by  Station  No.  2. 
Box  93.      In  service  forty  minutes. 

Loss  on  property  not  insured,  $5. 


Thursday, 

25th, 

1.25   a.  M. 

Box  12. 


Friday, 
26th, 

2.  12   A.   M. 
Box  52. 


Friday, 
26th, 

Box  153. 

Friday, 

26th, 

2.57  i'.  m. 

Box  283. 


No.  612  California  street  (rear).     One-story  frame  bu 

Cause  of  fire,  preparing  brimstone  for  matches. 

Responded  to  by  Station  No.  1. 

In  service  thirty-five  minutes. 

Covers  spread,  one. 

Insurance  on  building,  $250.     Losses  paid,  $5. 

Loss  on  property  not  insured,  $5. 


(>, 


I     three-story    frame    and 


Losses  paid,  $693. 
Losses  paid,  $1,526 

Iwelling. 


Nos.    114-110    Beale   street 

brick  buildings. 
Cause  of  fire,  defective  furnace, 
Responded  to  by  Station  No.  1. 
In  service  one  hour. 
Covers  spread,  seventeen. 
Insurance  on  buildings,  $7,000. 
Insurance  on  contents,  $14,700. 
Loss  on  property  not  insured,  $500. 

No.  27  Chesley  street.     One-story  frai 
Cause  of  tire,  children  with  matches. 
Responded  to  by  Station  No.  2. 
In  service  twenty-live  minutes. 

Twenty-eighth  street,  between  Dolores  and  Church  st 

story  frame  dwelling. 
Cause  of  fire,  drunkenness. 
Responded  to  by  the  Captain. 
In  service  one  hour  and  thirty  minutes. 
Insurance  on  building,  $350.      Losses  paid,  $48.50. 
Insurance  on  contents,  $150.     Losses  paid,  $02.10. 


Saturday,     Nos.  22-24  Derby  Place.     Two-story  frame  dwellings. 

27th,  Cause  of  fire,  unknown. 

8.35  p.  M.,     Responded  to  by  Statiou  No.  1. 
Box  42.        In  service  one  hour. 

Covers  spread,  seventeen. 

Insurance  on  buildings,  $2,500.      Losses  paid,  $800. 
Insurance  on  contents,  $1,600.     Losses  paid,  $274.25. 
Loss  on  property  not  insured,  $150. 


Monday,  No.  812  Kearny  street. 

29th,  False  alarm  testing  line. 

2.55  p.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  m invites. 

Tuesday,      No.  335  Turk  street.     Two-story  frame  dwelling  (r 

30th,  Cause  of  fire,  fireworks. 

12.44  p.  M.,     Responded  to  by  .Station  No.  2. 
Box  91.        In  service  twenty-five  minutes. 

Insurance  on  building,  $5,000.     Losses  paid.  $10. 

Tuesday,       No.  222  Broadway.     Two-story  frame  hotel  (root). 
30th,  Cause  of  fire,  fireworks. 

12.51  p.  m.,     Responded  to  by  Station  No.  1. 
Box  13.        In  service  twenty  minutes. 

Insurance  on  building,  #1,000.      Loss,  $5.      No  claii 
Insurance  on  contents.  $500. 


JULY. 


Wednesday,  Corner  of  Peirce  and  Baker  streets.      Baldwin  Park. 

1st,  Needless  alarm  for  burning  grass. 

5.11   J',   vr.,     Cause  of  fire,  boys  with  matches. 
Box  219.       Responded  to  by  the  Captain. 
In  service  fifty  minutes. 


Wednesday,  Nos.  19-29  Stevenson  street.      Four-story 

1st,  Cause  of  fire,  spontaneous  combustion. 

9.18  p.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Extinguishers  used,  two. 
Extinguished  l>y  Patrol. 
Insurance  on  contents,  $1,000.     No  claim. 
Loss  on  property,  $20. 


machine  shop. 
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Thursday,     Nos.  29-31  Commercial  street.     One  and  two-story  frame  build- 

2i  1 ,  ings. 

>.4!)  A.  M.,     Cause  of  fire,  unknown. 
Box  15.        Responded  to  by  Station  No.  1. 
In  service  one  hour. 
Covers  spread,  seven. 

Insurance  on  buildings,  $300.     Losses  paid,  $125. 
Insurance  on  contents,  $100.     Losses  paid,  $50. 
Loss  on  property  not  insured,  $10. 


Friday,        No.  305  Sherwood  Place.     Roof  of  two-story  frame  dwelling. 
3d,  Cause  of  fire,  fireworks. 

12.35  p.  w.,     Responded  to  by  Station  No.  1. 
Box  61.        In  service  foi'ty-five  minutes. 

Insurance  on  building,  $600.     Losses  paid,  *4-2.  .">(>. 
Loss  on  property  not  insured,  $10. 


Friday,        No.  3  Langton  street.     One-story  frame  dwelling. 
3d,  Cause  of  fire,  fireworks. 

8.45  p.  m.,     Responded  to  by  Station  No.  2. 
Box  IS4.       In  service  forty  minutes. 

Loss  on  property  not  insured,  $20. 

Saturday,      No.  131  Larkin  street.     Awning  attached  to  building. 

4th,  Cause  of  fire,  fireworks. 

!)  a.  m.,        Responded  to  by  Station  No.  2. 
Still.  In  service  twenty  minutes. 

Extinguished  by  Patrol. 
Loss  on  property  not  insured,  $40. 

Saturday,     No.  103  Fifteenth  street.   Two-story  frame  dwelling  (unoccupied). 

4th,  Cause  of  fire,  fireworks. 

I  1.25a.  m.,     Responded  to  by  Station  No.  2. 
Box  148.       In  service  forty  minutes. 

Loss  on  property  not  insured,  $35. 

Saturday,     No.  926  Clay  street.     Roof  of  two-story  frame  dwelling. 

4th,  Cause  of  fire,  fireworks. 

]  1 .56  a.  m.,     Responded  to  by  Station  No.  1. 
Box  24.        In  service  forty  minutes. 

Insurance  on  building,  $1,100.     Loss,  $10.     No  claim. 


Saturday,      No.  656  Willow  avenue.     Two-story  frame  dwelling. 

4th,  Cause  of  fire,  fireworks. 

12.07  p.  m.,     Responded  to  by  Station  No.  2. 
Box  17."».        In  service  fifty  minutes. 

Insurance  on  building,  $700.      boss,  $5.     No  claim. " 
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Saturday.      No.  521  Geary  street.     Roof  of  two-story  frame  dwelling. 

4th,  Cause  of  fire,  fireworks. 

12.23  p.  \i..     Responded  to  by  Station  No.  1. 
Telephone.     In  service  twenty  minutes. 

Loss  on  property  not  insured,  $10. 

Saturday.      No.  755  Howard  street.   Roof  of  two-story  frame  dwelling  (rear). 

4th,  Cause  of  tire,  fireworks. 

•_'.:;<)  p.  m.,     Responded  to  by  Station  No.  1. 
Box  61.        In  service  forty-five  minutes. 
Covers  spread,  five. 
Loss  on  property  not  insured,  $125. 


Saturday,      Nos.  927-927*2  Market  street. 

4th.  Cause  of  fire,  unknown. 

2.56  i".  m.,     Responded  to  by  Station  No.  2 
Box  47.        In  service  fifty  minutes. 

Insurance  on  building,  $4,500. 
Insurance  on  contents,  $5,000. 


Two-story  frame  building. 


Losses  paid.  $60. 
Losses  paid.  $1 ,050. 


Saturday,      Xo.  29  Jessie  street.     Two-story  frame  dwelling  (roof). 

4th,  Cause  of  fire,  firewoi'ks. 

4. 12  p.  m..     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Extinguishers  used,  one. 
Extinguished  by  Patrol. 
Insurance  on  building,  SI, 000.     Losses  paid.  $5. 


Saturday,      No.  45  Ecker  street.     Roof  of  two-story  franit 

4th,  Cause  of  fire,  fireworks. 

4.19  i».  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Extinguished  by  Patrol. 
Insurance  on  building,  $500.     Losses  paid.  $4. 


dwelling. 


Saturday,      No.  70  Jessie  street.     Roof  of  two-story  frame  dwelling. 

4th,  Cause  of  fire,   fireworks. 

5.30  p.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Extinguished  by  Patrol. 
Insurance  on  building,  $1,000.     Losses  paid,  $5. 


Saturday,  No.  171 1  Jones  street. 

4th,  Needless  alarm  for  burning  chimney  in  dwelling. 

7.05  p.  m..  Responded  to  by  the  Captain. 

Box  291.  In  service  forty  minutes. 
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Saturday       No.  <i-_'7  Dupont  street.     Roof  of  t\ 

lih.  Cause  of  fire,  fireworks. 

8.30  P.  w.,     Responded  to  by  Station  No.. 1. 
l'.o\  28.        In  service  twenty-five  minutes. 

Loss  on  property  aot  insured,  $10. 


Saturday,      No.  10  Wetmore  place.     Roof  of  two-story  fra 

-It  1 1 .  Cause  of  fire,  fireworks. 

9.06  p.  m.,     Responded  to  by  Station  No.  L 
Box  24.        In  service  forty  minutes. 

insurance  on  building,  $800.     Losses  paid,  $17. 


[welling. 


Saturday,      No.  2012  Broadway.     Roof  of  two-story  frame  dwelling. 

Ith.  Cause  of  fire,  fireworks. 

!>.2(i  p.  m.,     Responded  to  by  the  Captain. 
Box  251,        In  service  fifty  minutes. 

Loss  on  property  not  insured,  $20. 

Saturday,  No.  1314  Harrison  street.      Hoof  of  two-story  frame  dwelling. 

Ith,  Cause  of  fire,  fireworks. 

9.37  p.  w„  Responded  to  by  Station  No.  1. 
r><>\  185.  In  service  twenty-live  minutes. 

Loss  on  property  not  insured,  $15. 

Saturday,  No.  7  Cleveland  street.     Roof  of  two-story  frame  dwelling. 

Ith,  Cause  of  fire,  fireworks. 

9.38  p.  m.,  Responded  to  by  Station  No.  1. 
Still.  In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $10. 

Saturday,      No.  474  Tehama  street.     Roof  of  three-story  frame  dwelling. 
4th,  Cause  of  fire,  fireworks. 

9.40  P.   m.,      Res] led  to  I. y  Station  No.   I. 

Still.  In  service  twenty  minutes. 

Loss  on  property  not  insuied,  $20. 

Saturday,     No.  2  Harriet  street.     Two-story  frame  dwelling. 

4th,  Cause  of  lire,  fireworks. 

9.47  P.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty-five  minutes. 

Insurance  on  building,  $500.     Losses  paid,  $10. 


Saturday,      No.  1412  Geary  street.     Roof  of  two-story  frame  dwelling. 

4th,  Cause  of  fire,  fireworks. 

HI. 50  !•.  im.,      Responded  to  by  Station  No.  2. 
Box   I7<i.        In  service  forty  minutes. 

Insurance  on  building,  $2,000.      Losses  paid,  $15. 


oss  on  property  not  insured,  $15. 
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Saturday,      No.  1028  Jackson  street.     Roof  ol  two-story  frame  dwelli 

4th,  Cause  of  Hre,  fireworks. 

11.18  p.m.,     Responded  to  by  Station  No.  1. 

Box  10.        In  service  forty  minutes. 

Insurance  on  building,  $  1,000. 00.     Losses  paid,  $23. 


Saturday,      No.  1427  Post  street.     Two-story  frame  dwelling. 

4th,  Cause  of  fire*   fireworks. 

11.28  p.  m.,     Responded  to  by  Station  No.  2. 
Still.  In  service  twenty-five  minutes. 

Extinguished  by  Patrol. 

Insurance  on  building,  $3,000.      Losses  paid,  $50.28. 
Insurance  on  contents,  $3,000.      Losses  paid,  $342.10. 

Sunday,  Corner  of  Howard  and  Third  streets.     Cosco  House. 

5th,  False  alarm. 

12.28a.m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Wednesday,  Nos.  217-219  Pine  street.     Three-story  brick  buildings. 

8th,  Cause  of  fire,  unknown. 

2.25  a.  M.,     Responded  toby  Station  No.  1. 
Box  35.        In  service  three  hours. 

Covers  spread,   one  hundred  and  fifteen. 
Insurance  on  buildings,  $12,000.     Losses  paid,  $2,010. 
Insurance  on  contents,  $01,400.      Losses  paid,  $34,823.05 
Loss  on  property  not  insured,  $236  on  gas  engine. 


Thursday,      Chattanooga    street,     near   Twenty-second    street.       One-storj 

9th,  frame  dwelling. 

I  1.5().\.  m.,     Cause  of  fire,  sparks  from  chimney. 
Box  237.       Responded  to  by  Station  No.  2. 
In  service  fifty  minutes. 

Insurance  on  building,  $850.     Losses  paid,  $10. 
Insurance  on  contents,  $500. 


Thursday,     Nos.   18-28  Spear  street,   No.  113  Market  street,   No.  31  .Main 

9th,  street.     One  and  two-story  frame  buildings. 

8. 10  p.  m.,     Cause  of  fire,  unknown. 
Box  32.        Responded  to  by  Station  No.  1. 
In  service  five  hours. 
Covers  spread,  fifty -three. 

Insurance  on  buildings,  $39,450.      Losses  paid,  $3,506. 
Insurance  on  contents,  $123,700.     Losses  paid,  $37,945. 
Loss  on  property  not  insured,  $1,550. 
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Saturday,      Corner  Sixteenth  and    Kansas  streets.       One-story   frame  soap 

11 th,  factory. 

1.49  P.  M.,      Cause  of  fire,  children  with  matches. 
Box  23S.       Responded  to  by  the  Captain, 
In  service  one  hour. 
Loss  on  property  not  insured,  $25. 

Sunday,        No.  416  Second  street.     Two-story  frame  dwelling. 
12th,  Cause  of  fire,  children  with  matches. 

6.15  p.  m.,     Responded  to  by  Station  No.  1. 
Box  67.         In  service  forty  minutes. 

Insurance  on  building,  $2,000.     Losses  paid,  $26. 
Loss  on  property  not  insured,  $50. 

Monday,  No.  228  Beale  street.     Roof  of  one-story  frame  building. 

13th,  Cause  of  fire,  sparks  from  chimney. 

5.45  p.  m.,  Responded  to  by  Station  No.  1. 

Box  51.  In  service  forty-five  minutes. 

Monday,       No.  65  to  79  New  Montgomery  street.      Basement  of  three-story 
13th,  brick  building. 

7.00  p.  m.,     Cause  of  fire,  unknown. 
Box  54,        Responded  to  by  Station  No.  1. 
and  In  service  three  hours. 

Still.  Covers  spread,  thirty-six. 

Insurance  on  contents,  $18,100.      Losses  paid,  $12,526.1."). 
Loss  on  property  not  insured,  $2, 100. 

Tuesday,      No  1325  Stockton  street      Two-story  frame  building. 

14th,         Cause  of  fire,  unknown. 
10.20  p.  iyt.,     Responded  to  by  Station  No.  1. 
Box  14.        In  service,  one  hour. 
Covers  spread,  one. 

Insurance  on  building,  $3,000.     Losses  paid,  $225. 
Insurance  on  contents,  $3,500.     Losses  paid,  $2,762. 

Wednesday,  No.  213  Stevenson  street  (rear).     Two-story  frame  dwelling. 

15th,         Cause  of  fire,  sparks  from  chimney. 
10.15a.  m.,     Responded  to  by  Station  No.  1. 
Box  48.        In  service  twenty-five  minutes. 

Insurance  on  building,  $250.     Loss,  $10.     No  claim. 

Wednesday,  NO.  20  Valparaiso  streets     Wooden  ash  barrel  in  rear  yard. 

15th,         Cause  of  fire,  hot  ashes. 
2.21  p.  m.,     Responded  to  by  Station  No.  1. 
Box  2.         In  service  thirty-five  minutes. 
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Thursday,  Spear  and  Bryant  streets.     Oregon  Steamship  Co. 

16th,  Cause  of  tire,  pipe  smoking. 

3.41  p.  M.,  Responded  to  by  Station  No.  1. 

Box  263.  In  service  thirty-five  minutes. 


Wharf. 


Friday, 

17th, 

8.23  p.  m., 

Box  137 

and 

Telephone. 


No.    909  and  911    Larkin  street.      One  and  three-story  frame 

buildings. 
Cause  of  fire,  defective  chimney. 
Responded  to  by  Station  No.  2. 
In  service  one  hour. 
Covers  spread,  nine. 
Insurance  on  buildings,  $4,000.     Losses  paid,  $120. 
Insurance  on  contents,  $2,450.     Losses  paid,  $65. 
Loss  on  property  not  insured,  $110. 

Saturday,      No.  414  Page  Street.     One-story  frame  dwelling. 

18th,  Cause  of  fire,  unknown. 

12.09  p.m.,     Responded  to  by  Station  No.  1. 
Box  384.       In  service  one  hour. 
Covers  spread,  two. 

Insurance  on  building,  $1,000.     Losses  paid,  $175. 
Loss  on  property  not  insured,  $50.     • 

Sunday,  No.  509  Clay  street.     Eastman's  printing  rooms. 

19th,  False  alarm. 

1.02  p.  m.,  Responded  to  by  Station  No.  1. 
Telephone.  In  service  twenty  minutes. 

Monday,  No.   119  Germania  street. 

20th,  Needless  alarm  for  burning  straw  in  rear. 

12.58  p.  m.,  Responded  to  by  the  Captain. 

Box  382.  In  service  one  hour. 

Tuesday,  No.  512  Larkin  street  (rear  of  Sacred  Heart  College).    One-story 
21st,  frame  chicken  house. 

1.03  p.  m.,  Cause  of  fire,  burning  old  rubbish. 
Box  91.  Responded  to  by  Station  No.  2. 

In  service  fifty  minutes. 

Insurance  on  buildings,  $20,000.     Losses  paid,  $115. 

Loss  on  property  not  insured,  $20. 

Friday,  Alarm  taken  from  Engine  No.  4  bell. 

24th,  No  fire;  repairing  bell. 

11.50a.  m.,  Responded  to  by  Station  No.  1. 

Still.  In  service  fifteen  minutes. 

Friday,  No.  206  Powell  street. 

24th,  Needless  alarm  for  chimney  burning  in  dwelling. 

6.40  P.  m.,  Responded  to  by  Station  No.  2. 

Telephone.  In  service  twenty-rive  minutes. 
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Friday,        No.  638  Market  street.    Three-story  and  basement  brick  building, 
24th,  Cause  of  fire,  supposed  incendiary. 

1 1  p.  M.         Responded  to  by  Station  No.  1. 
Box  48.        In  service  three  hours. 

Covers  spread,  seventeen. 

Insurance  on  building,  $7,000.      Losses  paid  $190. 

Insurance  on  contents,  $26,000.     Losses  paid,  $500. 


Saturday,      No.  8  Union  street,  rear.      Two-story  frame  stabk 
25th,  Cause  of  fire,  children  with  matches. 

5  p.  m.,        Responded  to  by  Station  No.  1. 
Box  5.  In  service  twenty-five  minutes. 

Insurance  on  building,  $2,400.      Losses  paid,  $25'. 
Insurance  on  contents,  $600.     Losses  paid,  $25. 


Saturday,      No.  2001  Mission  street,  rear.     Two-story  frame  stable. 

25th,  Cause  of  fire,  sparks  from  chimney. 

5.13  P.  m.,     Responded  to  by  Station  No.  2. 
Box  148.       In  service  forty  minutes. 

Loss  on  property  not  insured,  $15. 

Sunday,        Vallejo-street    Wharf.         Engine    room    of    steamer    Alexander 
26th,  Duncan. 

2.18  p.  m.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  13.        Responded  to  by  Station  No.  1. 
In  service  twenty  minutes. 
Loss  on  property  not  insured,  $25. 

Sunday,        No.  17  Cum  Cook  Alley.     One-story  brick  dwelling. 

26th,  Cause  of  fire,  upsetting  coal-oil  lamp. 

6.42  p.  m.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  forty  minutes. 

Insurance  on  contents,  $350.     Losses  paid,  $1.7.50. 

Tuesday,       False  alarm. 
28th,  Responded  to  by  Station  No.  1 . 

6.03  P.  m.,     In  service  fifteen  minutes. 


Telephone. 


Tuesday,       S.  W.  cor  Howard  and  Beale  sts.     One-story  frame  foundry. 
28th,         Cause  of  fire,  over-heated  furnace. 
9.51  p.m.,     Responded  to  by  Station  No.  I. 
Box  51.        In  service  twenty  minutes. 

Loss  on  property,  $25.     No  claim. 
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Wednesday,  Nos.  209-217  Eighth  street  and  No.  18  Rausch  street. 

29th,  One-story  hay  barn  and  one,  two  and  three-story  frame  dwellings. 

12.13  p.m.,     Cause  of  fire,  pipe-smoking. 
Box  73.        Responded  to  by  Station  No.  2. 
In  service  two  hours. 
Covers  spread,  seventeen. 

Insurance  on  buildings,  $9,200.     Losses  paid,  $1,146.50. 
Insurance  on  contents,  $1,000.     Losses  paid,  $158. 
Loss  on  property  not  insured,  $975. 

Wednesday,  No.  8C37-S69  Market  street.     Four-story  frame  lodging  house. 

29th,  Cause  of  fire,  defective  chimney. 

4.47  p.  M.,     Responded  to  by  Station  No.  2. 
Telephone.     In  service  one  hour. 

Extinguishers  used,  two. 

Extinguished  by  Patrol, 

Insurance  on  building,  $11,000.     Losses  paid,  $200. 

Insurance  on  contents,  $4,000.      Losses  paid,  $22.50. 

Thursday,  No.  1548  Howard  street. 

30th,  Needless  alarm.     Plumber  using  candle. 

5.38  p.  m.,  Responded  to  by  Station  No.  2. 

Box  79.  In  service  twenty-five  minutes. 

Friday,  No.  1410  Folsom  street. 

31st,  Needless  alarm.      Burning  a  can  of  phosphorus. 

12. 19  p.  m.,  Responded  to  by  Station  No.  2. 

Box  78.  In  service  thirty-five  minutes. 

Friday,  Corner  of  Sutter  and  Dupont  streets. 

31st,  False  alarm. 

4.34  p.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Friday,        Vallejo  Street  Wharf.    Forecastle  of  steamer  Alexander  Duncan. 
31st,  Cause  of  fire,  carelessness  with  matches. 

8.12  i'.  m. .     Responded  to  by  Station  No.  1. 
Box  13.         In  service  fifty  minutes. 

Loss  on  property  not  insured,  $50. 


AUGUST. 

Saturday,      No.  718  Greenwich  street.     One-story  frame  building. 

1st,  Cause  of  fire,  defective  stove. 

3.00  a.  M.,      Responded  to  by  Station   No.   1. 
Box  2.  In  service  fifty  minutes. 

Loss  on  property  not  insured.  $25. 
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Sunday,        Waller  street  between    Steiner  and  Scott. 
2d,  dwelling. 

1.07  p.  m.,     Cause  of  fire,  defective  chimney. 
Box  385.        Responded  to  by  the  Captain. 
In  service  one  hour. 
Loss  on  property  not  insured,  $25. 


Two-story  frame 


Sunday,        No.  833  Sacramento  street.     Threo-story  brick  building. 
2d,  Cause  of  fire,,  defective  range. 

4.35  P.  m.,     Responded  to  by  Station  No.  1, 
Box  29.        In  service  thirty-five  minutes. 

Insurance  on  building,  $3,000.     Loss,  $5.     No  claim. 
Loss  on  property  not  insured,  $5. 

Sunday,        N.  W.  corner  of  Dolores  and  Seventeenth  streets.     Two-story 
2d,  brick  building. 

9.16  P.  M.,     Cause  of  fire,  carelessness  with  matches. 
Box  271.       Responded  to  by  Station  No.  2. 
In  service  one  hour. 

Insurance  on  building,  $5,000.     Loss,  $5.     No  claim. 
Insurance  on  contents,  $15,000.     Losses  paid,  $25. 


Monday,       No.  175  Fourteenth  street.     Two-story  frame  dwelling. 
3d,  Cause  of  fire,  children  with  matches. 

8.24  A.  m.,     Responded  to  by  Station  No.  2. 
Box  364.       In  service  fifty  minutes. 

Insurance  on  building,  $2,500.     Losses  paid,  $20. 
Loss  on  property  not  insured,  $10. 


Monday,  No:  23  Geary  street. 

3d,  False  alarm. 

3.25  p.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Tuesday,  No.  817  Dupont  street. 

4th,  Cause  of  fire,  burning  chimney. 

9.04  p.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 


Thursday,     Nos.  4  to  10  Union  street.     Two-story  frame  buildings. 

6th,  Cause  of  fire,  unknown. 

3.21  p.  m.,     Responded  to  by  Station  No.  1. 
Box  5.         In  service  two  hours. 
Covers  spread,  eight. 

Insurance  on  buildings,  $6,660.     Losses  paid,  $3,685. 
Insurance  on  contents,  $7,160.     Losses  paid,  $2,341. 
Loss  on  property  not  insured,  $1,200. 
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Sunday,  No.  1021  Market  street. 

9th,  False  alarm. 

11.51  A.  m.,  Responded  to  by  Station  No.  2. 

Telephone.  In  service  twenty  minutes. 


Sunday,       Grove  street,  between  Van  Ness  Avenue  and  Polk  street.     One- 
9th,  story  frame  skating  rink. 

12.51  p.  m.,     Cause  of  fire,  unknown. 
Box  70,        Responded  to  by  Station  No.  2. 
and  In  service  one  hour  and  thirty  minutes. 

Still.  Extinguishers  used,  two. 

Insurance  on  buildings,  $3,000.     Losses  paid,  $675. 
Insurance  on  contents,  $1,000.     Losses  paid,  $400. 

Tuesday,       No.  8  Thirteenth  street  (rear).    One-story  frame  house  and  fence 
11th,  Cause  of  fire,  sparks  from  chimney. 

4.23  p.  m.,     Responded  to  by  Station  No.  2. 
Box  72.        In  sei-vice  twenty-five  minutes. 

Loss  on  property  not  insured,  $15. 

Wednesday,  Nos.  18-20  Fremont  street.     Two-story  frame  building. 

12th,  Cause  of  fire,  spontaneous  combustion. 

5.42  p.  m.,     Responded  toby  Station  No.  1. 
Box  52.        In  service  one  hour. 
Covers  spread,  two. 
Extinguishers  used,  two. 
Extinguished  by  Patrol. 

Insurance  on  building,  $6,000.     Losses  paid,  $75. 
Insurance  on  contents,  $19,250.      Losses  paid,  $240. 

Thursday,     Nos.  1935-1937  Geary  street.     Two-story  frame  dwellings. 

13th,  Cause  of  fire,  boys  with  matches. 

2.02  p.  M.,     Responded  to  by  Station  No.  2. 
Box  246.      In  service  thirty  minutes. 
Covers  spread,  eight. 

Insurance  on  buildings,  $4,000.     Losses  paid,  $2,300. 
Loss  on  property  not  insured,  $500. 

Friday,        No.  2027  Geary  street.     One-story  frame  dwelling. 
14th,  Cause  of  fire,  defective  stove. 

1.08  p.  m.,     Responded  to  by  Station  No.  2. 
Box  246.       In  service  fifty  minutes. 

Insurance  on  building,  $350.     Losses  paid,  $60. 
Loss  on  property  not  insured,  $65. 
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.Saturday,  No.  411  Stevenson  street.     Two-story  frame  dwelling. 

15th,  Cause  of  fire,  supposed  carelessness  with  cigar. 

2.55  P.  m.,  Responded  to  by  Station  No.  2. 

Box  47  In  service  one  hour, 

and  Extinguishers  used,  two. 

Telephone.  Extinguished  by  Patrol. 

Insurance  on  building,  $500.     Losses  paid,  $75. 

Monday,       No.  527  Kearny  street.     Four-story  brick  building. 
17th,  Cause  of  fire,  unknown. 

2.55  A.  M.,     In  service  one  hour. 
Box  12.        Covers  spread,  two. 

Insurance  on  contents,  $3,000.      Losses  paid,  $1,000. 
Loss  on  property  not  insured,  $100. 

Monday,  No.  726  Buslvstreet. 

17th,  Needless  alarm.     Chimney  burning. 

7.23  p.  m.,  Responded  to  by  Station  No.  1. 

Box  371.  In  service  twenty  minutes. 


Tuesday,      Nos.  735  to  741  Guerrero  street.      One   and    two-story    frame 
18th,  dwellings. 

3.31  a.  M. ,     Cause  of  fire,  unknown. 
Box  276.       Responded  to  by  Station  No.  2. 

In  service  one  hour  and  thirty  minutes. 
Insurance  on  buildings,  $1,350.     Losses  paid,  $1,075. 
Insurance  on  contents,  $200.     Losses  paid,  $200. 
Loss  on  property  not  insured,  $275. 


Thursday,  No.  228  Seventh  street. 

20th,  Needless  alarm .     Chimney  burning. 

6.49  p.  m.,  Responded  to  by  Station  No.  2. 

Box  184.  In  service  twenty-five  minutes. 


Friday,  No.  32  Washington  alley.     Three-story  brick  building. 

21st,  Cause  of  fire,  defective  range. 

1  1.43p.  m.,  Responded  to  by  Station  No.  1 . 

Box  25  In  service  one  hour, 

and  Covers  spread,  seven. 

Telephone.  Insurance  on  building,  $4,996.     Losses  paid,  $325. 

Insurance  on  contents,  $7,450.      Losses  paid,  $527.35. 


Saturday,      No.  411  Fell  street.     One-story  frame  dwelling. 

22d,  Cause  of  fire,  defective  chimney. 

4.30  P.  m.,     Responded  to  by  Station  No.  2. 
Box  83.        In  sei-vice  fifty  minutes. 
Covers  spread,  four. 

Insurance  on  building,  $1,000.      Losses  paid.  $70. 
Loss  on  property  not  insured,  $25. 
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Monday,       No.  130  Shipley  street.     Two-story  frame  dwelling. 
24th,  Cause  of  Hie,  carelessness  with  matches. 

8.28  p.  w.,     Responded  to  by  Station  No   2. 
Box  158.        In  service  forty  minutes. 

Insurance  on  building,  $2,000.     Losses  paid,  $223.50. 
Insurance  on  contents,  $800.     Losses  paid,  $401.10. 


Tuesday,      No.  162?-  Mission  street  (rear).     Two-story  frame  dye-house. 
25th,  Cause  of  fire,  defective  dry-room. 

3.30  P.  M.,     Responded  to  by  Station  No.  2 
Box  72.         In  service  one  hour. 
Covers  spread,  nine. 

Insurance  on  building,  SI, 500.     Losses  paid,  $800 
Insurance  on  contents,  $450.      Losses  paid,  $232. 
Loss  on  property  not  insured,  $768. 


Tuesday,  Corner  of  Clay  and  Broderick  streets. 

25th,  Needless  alarm.     Chimney  burning. 

5.32  p.  m.,  Responded  to  by  the  Captain. 

Box  324.  In  service  fifty  minutes. 


Wednesday,  No.  121  Morton  street. 

26th,  False  alarm.     Messenger  wanted. 

7.4")  p.  m.,     Responded  to  by  Station  No.  1. 

Telephone.      In  service  twenty  minutes. 


Thursday,     No.  405  Market  street.     Two-story  brick  building. 

27th,  Cause  of  fire,  carelessness  with  coal-oil  stove 

9.28  p.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  forty  minutes. 

Extinguishers  used,  one. 
Extingiiished  by  Patrol. 
Loss,  $35.     No  claim. 


Saturday,  No.  323  Geary  street. 

29th,  False  alarm.      Messenger  wanted. 

8.45  a.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 


Saturday,      No.  24  Freelon  street.     Two-story  frame  dwelling. 

29th,  Cause  of  fire,  drunkenness. 

8.23  p.  M.,     Responded  to  by  Station  No.  1. 
Box  68.        In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $5. 
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Saturday,      N.  E.  corner  of  Utah  and  El  Dorado  streets.     Two-story  frame 

•29th,  dwelling. 

10.46  p.  M.,     Cause  of  fire,  carelessness  with  cigar. 
Box  238.       Responded  to  by  the  Captain. 
In  service  fifty  minutes. 

Insurance  on  building,  $1,200.     Losses  paid,  $60. 
Insurance  on  contents,  $200.     Losses  paid,  $37.50. 

Monday,       No.  523  Minna  street  (rear).     Two-story  frame  dwelling. 
31st,  Cause  of  fire,  children  with  matches. 

8.01  P.  m.,     Responded  to  by  Station  No.  2. 
Box  65.        In  service  thirty  minutes. 
Loss,  $5. 

SEPTEMBER. 

Wednesday,  No.  68  First  street.     Two-story  frame  building. 

2d,  Cause  of  fire,  carelessness  with  fire, 

11.50  a.m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Extinguishers  used,  two. 
Extinguished  by  Patrol. 
Insurance  on  building,  $600.     Loss,  $50.     No  claim. 


Wednesday,  Fourth,  Bryant  and  Silver  streets.     Two  and  three-story  frame 

2d,  buildings. 

8.44  p.  m.,  Cause  of  fire,  unknown. 

8.55  p.  M.,  Responded  to  by  Stations  Nos.  1  and  2. 

Box  63  In  service  three  hours, 

and  Covers  spread,  fifty-eight.     Four  destroyed  by  fire. 

2d  alarm,  Insurance  on  buildings,  $82,250.  Losses  paid,  $26, 837.66. 
Insurance  on  contents,  $26,200.  Losses  paid,  $18,214.37. 
Loss  oh  property  not  insured,  $30,222.48. 

Friday,  No.  521  Geary  street. 

4th,  False  alarm.     Messenger  wanted. 

10.01  a.  m.  ,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Friday,  No.  611  Post  street. 

4th,  Needless  alarm.     Chimney  burning. 

11.40a.m.,  Responded  toby  Station  No.  1. 

Box  41.  In  service  twenty  minutes. 

Monday,  No.  1020  Market  street. 

7th,  False  alarm. 

3.05  p.  m.,  Responded  to  by  Station  No.  2. 
Telephone.     In  service  fifteen  minutes. 
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Monday,  S.  W.  cor.  Market  and  East  streets. 

7th,  Needless  alarm  for  chimney  burning. 

6.05  p.  m.,  Responded  to  by  Station  No.  1. 

Box  15.  In  service  fifteen  minutes. 

Monday,  No.  137  South  Park  Avenue. 

7th,  Needless  alarm  for  chimney  burning. 

7. 04  p.  m.  ,  Responded  to  by  Station  No.  1 . 

Box  57.  In  service  twenty  minutes. 

Saturday,  No.  214  Post  street. 

12th,  False  alarm.     Messenger  wanted. 

7.14  p.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Saturday,  No.  23  Jessie  street.     One-story  frame  dwelling. 

12th,  Cause  of  fire,  drunkenness. 

11.51  p.  m.,  Responded  to  by  Station  No.    1. 

Still.  In  service  twenty  minutes. 

Insurance  on  building,  §200.     Losses  paid,  $10. 
Insurance  on  contents,  $300.     Losses  paid,  $15. 


Sunday,        Old  Mission  Road,  near  St.  Mary's  College. 
13th,  building. 

3.05  p.  M. ,     Cause  of  fire,  supposed  defective  stove. 
Box  284.       Responded  to  by  the  Captain. 
In  service  two  hours. 
Loss  on  property  not  insured,  $3,000. 


Two-story  frame 


Tuesday,      Nos.  5  to  11  Pacific  street.     Two-story  frame  buildings. 

15th,  Cause  of  fire,  unknown. 

12.02  a.  m.,     Responded  to  by  Station  No.  1. 
Box  19.        In  service  one  hour  and  thirty  minutes. 
Covers  spread,  nineteen. 

Insurance  on  buildings,  $5,500.  Losses  paid,  $1,132. 
Insurance  on  contents,  §3,300.  Losses  paid,  $336.50. 
Loss  on  property  not  insured,  8335. 


Tuesday,      Nos.  2611  to  2617  Bush  street.     One  and  two-story  frame  build- 
15th,  ings  and  hay  barn. 

4.19  p.m.,     Cause  of  fire,   supposed  pipe-smoking. 
Box  217.       Responded  to  by  the  Captain. 

In  service  one  hour  and  thirty  minutes. 
Insurance  on  buildings,  82,450.     Losses  paid,  $1,025. 
Insurance  on  contents,  $2,000.     Losses  paid,  $1,300. 
Loss  on  property  not  insured,  $200. 
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Thursday,  False  Alarm. 

17th,  Responded  to  by  Station  No.  2. 

4.45  a.  m.,  In  service  forty  minutes. 
Box  381. 

Thursday,      Nos.  528-530  Linden  Avenue.     One-story  frame  dwelling  and 

17th,  stable. 

10. 30 p.  M.,     Cause  of  fire,  unknown. 
Box  85.        Responded  to  by  Station  No.  2. 
In  service  one  hour. 

Insurance  on  buildings,  $600.  Losses  paid,  $125. 
Insurance  on  contents,  $500.  Losses  paid,  $400. 
Loss  on  property  not  insured,  $550. 

Saturday,  St.  Louis  Alley. 

19th,  Needless  alarm.     Chimney  burning. 

6.36  p.  m.,  Responded  to  by  Station  No.  1. 
Box  25.  In  service,  twenty-five  minutes. 

Monday,  False  Alarm.     Box.  found  open. 

21st,  Responded  to  by  Station  No.  1. 

1.50  A.  M.,  In  service  twenty  minutes. 
Box  49. 

Monday,  Berry  street,  near  Sixth  street.      Blind  and  Sash  Factory. 

21st,  Needless  alarm  for  burning  smoke-stack. 

12.26  p.  M.  Responded  to  by  station  No.  2. 

Box  182.  In  service  twenty-five  minutes. 

Friday,        No.  1906  Broderick  street  (rear).     Two-story  frame  stable. 
25th,  Cause  of  fire,  supposed  carelessness  with  candle. 

1.43  a.  M.,      Responded  to  by  the  Captain. 
Box  246.       In  service  one  hour. 

Insurance  on  building,  $200.     Losses  paid,  $200. 
,  Insurance  on  contents,  $1,225.     Losses  paid,  $432. 

Loss  on  property  not  insured,  $250. 

Saturday,  Nineteenth  street,  near  Castro  street.     Two-story  frame  dwell- 
26th,  ing. 

6.37  p.  m.,  Cause  of  alarm,  falling  of  floor  in  dwelling. 
Box  273.  Responded  to  by  the  Captain. 

In  service  one  hour. 

Loss  on  property  not  insured,  $50. 

Wednesday,  No.  1927  Geary  street, 

30th,  Needless  alarm.     Chimney  burning. 

5.35  v.  M.,     Responded  to  by  the  Captain. 
Box  245.       In  service  one  hour. 


[     51     ] 


OCTOBER. 

Thursday,  City  Hall  Arsenal. 

1st,  False  alarm.     Messenger  wanted. 

5.02  p.  m.,  Responded  to  by  Station  No.  2. 

Telephone.  In  service  fifteen  minutes. 

Friday,        S.  E.  corner  of  Second  and  Stevenson  streets.     Two-story  frame 
2d,  building. 

4.28  A.  M.,     Cause  of  fire,  sparks  from  chimney. 
Still.  Responded  to  by  Station  No.  1. 

In  service  twenty-five  minutes. 
Extinguishers  used,  two. 
Extinguished  l>y  Patrol. 
Loss,  $5.     No  claim. 

Saturday,  No.  523  Sutter  street. 

3d,  False  alarm.      Messenger  wanted. 

11.54  a.m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Sunday,       No.  202  Stockton  street.     Roof  of  two-story  frame  dwelling. 
4th,  Cause  of  fire,  defective  chimney. 

11.21a.m.,     Responded  to  by  Station  No.  1. 
Box  49.        In  service  one  hour. 
Covers  spread,  eight. 

Insurance  on  building,  $2,000.     Losses  paid,  flOO. 
Insurance  on  contents,  $2,500.     Losses  paid,  $40. 

Wednesday,  No.  631  Fulton  street  (rear).     One-story  frame  stable. 

7th,  Cause  of  fire,  carelessness  with  coal-oil  lamp. 

3.12  a.  m.,     Responded  to  by  Station  No.  2. 
Box  172.        In  service  one  hour. 
Covers  spread  two. 
boss  on  property  not  insured,  $260. 


Thursday,       Nos.  215-217  and  221  to  227  Bush  street;  also  S.  W.   corner  of 
8th,  Bush  and    Sansome    streets;    also   Nos.    li-8   Sutter   street. 

2.08  a.  M'.,  Four  and  five-story  brick  buildings. 

3.28  A.   M.,     Cause  of  fire,  supposed  spontaneous  combustion. 
Box  37         Responded  to  by  Stations  Nos.  1  and  2. 
and  In  service  twenty-four  hours. 

2d  alarm.       Covers  spread,  one  hundred  and  nine. 

Insurance  on  buildings,  tfb0,000.     Losses  paid,  S4,(io8  20. 
Insurance  on  contents,  $1,177,000.     Losses  paid,  $376,770.65. 
Loss  on  property  not  insured,  $167,977.35. 
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Saturday,      No.  741  Folsoni  street  (rear). 

10th,  Needless  alarm  for  burning  ash-barrel. 

10.09 P.  m.,     Responded  to  by  Station  No.  1. 
Box  157.       In  service  twenty  minutes. 

Loss  on  property  not  insured,  $5. 


Monday,       No.  126  Eighth  street.     Two-story  frame  dwelling. 
12th,  Cause  of  fire,  defective  chimney. 

1.52  p.  M. ,     Responded  to  by  Station  No.  2. 
Box  183.       In  service  fifty  minutes. 
Covers  spread,  six. 

Insurance  on  building,  $4,000.     Losses  paid.  $130. 
Loss  on  property  not  insured,  $25. 


Tuesday,  Foot  of  Market  street  (Roof).     Two-story  frame  Ferry  House. 

13th,  Cause  of  fire,  electrical  light  wires. 

7.43  P.  M.,  Responded  to  by  Station  No.  1. 

Box  15.  In  service  twenty  minutes. 

Loss  on  property  not  insured,  $5. 

Tuesday,  Nos.  309  to  317  Market  street. 

13th,  Needless  alarm  for  burning  chimney. 

10.35  a.m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Saturday,  No.  2  Beale  street. 

17th,  Cause  of  fire,  burning  smoke-stack  in  a  mill. 

6.25  P.  m.  ,  Responded  to  by  Station  No.  1. 

Box  52.  In  service  twenty  minutes. 

Saturday,  No.  108  Stockton  street. 

17th,  False  alarm. 

9.05  p.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Wednesday,  No.  11  Waverly  Place.     Two-story  frame  dwelling. 

21st,  Cause  of  fire,  carelessness  with  fire. 

12.  15  a.  m.,  Responded  to  by  Station  No.  1. 

Box  25.  In  service  forty  minutes. 

Insurance  on  contents,  $700.     Losses  paid,  $10. 


Wednesday,  No.  1912  Baker  street.     One-story  frame  milk  stable. 

21st,  Cause  of  fire,  cigar  smoking. 

3.31  A.  m.,     Responded  to  by  the  Captain. 
Box  324.       In  service  one  hour  and  thirty  minutes. 

Insurance  on  building,  $500.     Losses  paid,  $400. 
Insurance  on  contents,  $1,200.     Losses  paid,  $150. 
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Monday,  No.  321  Langton  street. 

26th,  Needless  alarm  for  burning  chimney  in  dwelling. 

9.35  a.  M.,  Responded  to  by  Station  No.  2. 

Box  154.  In  service  twenty  minutes. 

Monday,  No.  1  Eddy  street. 

26th,  False  alarm.      Box  in  hall- way. 

11.20  a.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Monday,  No.  822  Post  street. 

26th,  Needless  alarm  for  burning  chimney  in  dwelling. 

4. 20  p.  M. ,  Responded  to  by  Station  No.  2. 

Box  372.  In  service  twenty-live  minutes. 

Monday,       Market  and  Pine  streets. 
26th,  Cause  of  fire,  burning  smoke-stack. 

8.37  P.  M.,     Responded  to  by  Station  No.  1. 
Box  32.         In  service  forty  minutes. 

Loss  on  property  not  insured,  $10. 

Tuesday,       Nos.  539  to  543  Clay  street.     Three-story  brick  buildings. 

27th,  Cause  of  fire,  unknown. 

1.05  a.  m.,     Responded  to  by  Station  No.  1. 
Box  27.        In  service  two  hours. 

Covers  spread,  twenty-three. 

Insurance  on  buildings,  S5,000.     Losses  paid,  $300. 

Insurance  on  contents,  $7,90J.      Losses  paid,  $394. 

Wednesday,  No.  1329  Sansome  street.     Two-story  frame  building 

28th,  Cause  of  fire,  wooden  ash-box. 

2.28  a.  m.,     Responded  to  by  Station  No.  1. 

Box  4.  In  service,  twenty-five  minutes. 

Insurance  on  building,  $2,500.     Losses  paid,  $10. 

Thursday,  No.  810  Sacramento  street. 

29th,  False  alarm.      Messenger  wanted. 

6.05  p.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service,  twenty  minute:. 


Friday,        Nos.  907-909  Larkin  street.     One-story  frame  building 
30th,  Cause  of  fire,  defective  tobacco  dry  room. 

10.35  p.  M.,     Responded  to  by  Station  No.  2. 
Box  137.       In  service  one  hour  and  thirty  minutes. 

Insurance  on  building,  $3,500.      Losses  paid,  $15. 
Insurance  on  contents,  $3,400.     Losses  paid.  $991. 
Lojs  on  property  not  insured.  $200. 
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NOVEMBER. 

Wednesday,  Oregon  Steamship  Wharf. 

4th  False  alarm. 

6.02  a.  m.      Responded  to  by  Station  No.  1. 
Telephone.     In  service  twenty  minutes. 

Wednesday,  No.  120  Sutter  street. 

4th,  False  alarm.     Messenger  wanted. 

9.45  a.m.      Responded  to  by  Station  No.  1. 
Telephone.     In  service  fifteen  minutes. 

Wednesday,  Nos.  213-215  Sansome  gtreet.     Three-story  brick  buildings, 

4th,  Cause  of  fire,  carelessness  with  cigarette. 

10.55 P.  m.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  one  hour. 

Extinguishers  ixsed,  two. 

Extinguished  by  Patrol. 

Insurance  on  buildings,  $7,500.     Loss,  $10'.     No  claim. 

Loss  on  property  not  insured,  $100. 

Thursday,  Main  street.     Lithograph  works. 

5th,  Needless  alarm  for  burning  smoke-stack. 

5.25  P.  M.,  Responded  to  by  Station  No.  1. 

Box  32.  In  service  twenty  minutes. 

Monday,  No.  130  Gough  street. 

9th,  Needless  alarm  for  burning  chimney. 

4.16  p.  m.,  Responded  to  by  Station  No.  2. 

Box  83.  In  service  twenty  minutes. 

Monday,       Nos.  419-421  Kearny  street.     Four-story  brick  buildings. 

9th,  Cause  of  fire,  defective  gas-burner,  connected  with  hatter's  block. 

11.59P.  M.,     Responded  to  by  Station  No.  1. 
Box  12.        In  service  one  hour. 

Extinguishers  used,  two. 

Extinguished  by  Patrol. 

Insurance  on  buildings,  $27,000.     Losses  paid,  $10. 

Insurance  on  contents,  $11,000.     Losses  paid,  $496. 


Wednesday,  No.  403  O'Farrell  street. 

11th,  False  alarm. 

12.55  P.  M.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  twenty -rive  minutes. 


Wednesday,  No.  L 34  Sutter  street.     Four-story  brick  building. 

11th,  Cause  of  tire,  carelessness  with  cigarette. 

0.28  p.  m.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  forty  minutes. 
Loss.  $25.     No  claim. 


Wednesday,  Nos.  2.~>  to  29  Steuart  street.     One  and  two-story  frame  buildings. 

11  th.,  Cause  of  fire,  unknown. 

0.37  p.  m..     Responded  to  by  Station  Xo.  1. 

Box  34.        In  service,  one  hour  and  thirty  minutes. 
Covers  spread,  tour. 

Insurance  on  buildings,  si, 400.      Losses  paid.  $530. 
Insurance  on  contents,  $1,550. 
Loss  on  property  not  insured.   S200. 


Wednesday.  Xos.  25  to  "20  Stewart  street. 

11th,  Rekindling  of  fire. 

10.13r.  m.,     Responded  to  by  Station  No.  I. 
Box  34.       In  service,  twenty  minutes. 
Extinguishers  used,  one. 
Held  in  check  until  arrival  of  Fire  Department. 


Thursday,     Wells  Avenue  near  Dolores  street.     One-story  frame  dwelling. 

10th,  Cause  of  fire,  supposed  explosion  of  lamp. 

10. 12  p.  M.,     Responded  to  by  the  Captain. 
Box  362.       In  service  one  hour  and  thirty  minutes. 

Insurance  on  buildings,  §1,500.      Los-,.  $10.     Xo  claim. 

Insurance  on  contents,  Solo.     Losses  paid,  S4S9.30. 

Loss  on  property  not  insured.  $500. 


Friday,  Grand  Hotel. 

13th,  Cause  of  fire,  leaky  stove-pipe. 

5.32  p.  M.,  Responded  to  by  Station  Xo.  I. 

Still.  In  service  fifteen  minutes. 


Sunday,        Xo.  23  Stevenson  street.      Power  Block, 
loth.  Needless  alarm  for  smoke  issuing  from  windows. 

2.31    p.  \i..     Caused  by  extra  engine  in  building  with  smoke-pipe  tun  through 
Still.  window. 

Responded  to  by  Station  Xo.  1. 
In  service  ten  minutes. 
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Friday,  No.  7  Bartlett  Alley. 

20th,  Needleas  alarm  for  burning  chimney  in  Chinese  quarters. 

4.00  p.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Friday,        No.  53  Jessie  Street.     Two-story  frame  dwelling. 
27th,  Cause  of  fire,  carelessness  with  candle. 

8.55  p.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Loss  on  property  not  insured,  $10. 

Sunday,        N.  E.  corner  of  California  and  Montgomery  streets.     Four-story 
29th,  brick  building. 

9.25  P.  m.,     Cause  of  fire,  hot  ashes  and  paper  mixed  in  iron  ash  barrel. 
Telephone.     Responded  to  by  Station  No.  1. 
In  service  twenty  minutes. 

DECEMBER. 

Wednesday    No.  17%  Glover  street.     Two-story  frame. dwelling. 

2d,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

7.35  p.  M.,     Responded  to  by  the  Captain. 
Box  291.       In  service  fifty  minutes. 

Loss  on  property  not  insured,  $5. 

Wednesday,  No.  24  Jessie  street. 

2d,  Cause  of  fire,  steam  escaping. 

10.58 p.  m,,     Responded  to  by  Station  No.  1. 
Still.  In  service  ten  minutes. 


Thursday, 

3d, 

11.49P.  M., 

Box  57. 

Friday, 

4th, 

8.33  p.  m., 

Box  285. 


False  alarm. 

Responded  to  by  Station  No.  1. 

In  service  twenty  minutes. 

Columbia  street,  near  Army.     Two-story  frame  bui 

Cause  of  fire,  defective  chimney. 

Not  responded  to  by  the  Patrol. 

Insurance  on  building,  §800.      Losses  paid,  $10. 

Insurance  on  contents,  $200.     Losses  paid,  $55. 


ding. 


Saturday,      S.  W.  corner  of  Clay  and  Dupont  sts.    Four-story  brick  building. 
5th,  Cause  of  fire,  defective  smoke-house. 

7  p.  m.,        Responded  to  by  Station  No.  1. 
Box  25.        In  service  one  hour  and  thirty  minutes. 
Covers  spread,  two. 

Insurance  on  building,  $10,000.     Losses  paid,  $100. 
Insurance  on  contents,  $11,000.     Losses  paid,  $330. 
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Sunday,  No.  502  Bush  street. 

6th,  False  alarm  by  telephone.     Coupe  wanted. 

2.18  a.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  fifteen  minutes. 

Sunday,  No.  42  .Jessie  street  (rear).     Two-story  frame  dwelling 

6th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

9.13  p.  m.,  Responded  to  by  Station  No.  1. 

Still.  In  service  fifteen  minutes. 

Loss  on  property  not  insured,  $2. 

Monday,  Still  from  neighborhood  of  Headquarters. 

7th,  False  alarm. 

1.30  a.  M.,  Responded  to  by  Station  No.  1. 

Still.  In  service  fifteen  minutes. 


Tuesday,      No.  142  Eleventh  street.     Two-story  frame  dwelling  (bakery). 
8th,  Cause  of  fire,  defective  oven. 

1.57  a.  M.,     Responded  to  by  Station  No.  2. 
Box  71.         In  service  thirty  minutes. 

Insurance  on  building,  .$2,500.     Losses  paid,  §129. 

Wednesday,  N.  W.  corner  of  Washington  alley.     Three-story  brick  building. 


9th, 


Cause  of  fire,  explosion  of  coal-oil  lamp. 
1. 


.18  P.  M.,     Responded  to  by  Station  No. 
Box  25.        In  service  one  hour. 

Insurance  on  building,  §3,500.     Losses  paid,  $5. 

Insurance  on  contents,  $800.     Losses  paid,  §254. 


Thursday,  No.  713  Mission  street. 

10th,  False  alarm . 

12.17  p.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  fifteen  minutes. 

Monday,  From  Box  149. 

14th,  False  alarm. 

8.45  P.  m.,  Responded  to  by  Station  No.  2. 

Box  149.  In  service  twenty-five  minutes. 


Tuesday,       No.  205  Sacramento  street.     Two-story  brick  building 

loth,  Cause  of  fire,  friction  of  machinery. 

1.14  a.  M.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  fifty  minutes. 
Covers  spread,  two. 

Insurance  on  building,  §4,000.  Losses  paid,  $10. 
Insurance  on  contents,  §3,000.  Losses  paid,  $75. 
Loss  on  property  insured,  §50.     No  claim. 
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Thursday,      King  street,  between  Fifth  and  Sixth.     Oil  tank  on  car. 

17th,  Cause  of  fire,  collision  of  locomotive  and  oil  car. 

7.20  p.  m.,     Damage  to  one-story  brick  warehouse. 
Box  182.       Responded  to  by  Station  No.  2. 

In  service  one  hour  and  thirty  minutes. 
Covers  spread,  five  (in  warehouse). 
Loss  on  property  not  insuied,  $2,850. 

Friday,        N.  E.  corner  of  Utah  and  El  Dorado  streets.     One-story  frame 
18th,  stable. 

12.46  a.m.,     Cause  of  fire,  unknown.  » 

Box  238.        Responded  to  by  the  Captain. 

In  service  one  hour  and  thirty  minutes. 
Insurance  on  contents,  $1,485.     Losses  /aid,  .$776. 
Loss  on  property  not  insured,  $500. 

Sunday,        No.  116  Turk  street.     Three-story  frame  building. 
20th,  Cause  of  fire,  defective  chimney. 

1.36  p.  m.,     Responded  to  by  Station  No.  2. 
Box  93.        In  service  fifty  minutes. 
Covers  spread,  four. 

Insurance  on  building,  $10,000.      Losses  paid,  $200. 
Insurance  on  contents,  $1,500.     Losses  paid,  $177.25. 

Sunday,        No.  774  Folsom  street.     Two-story  frame  dwelling. 
20th,  Cause  of  fire,  supposed  explosion  coal-oil  lamp. 

9.22  p.  M.,     Responded  to'by  Station  No.  1. 
Box  157.       In  service  one  hour. 
Covers  spread,  seven. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $300. 
Loss  on  property  not  insured,  $550. 

Wednesday,  No.  1910  Steiner  street.     Two-story  frame  dwelling. 

23d,  Cause  of  fire,  explosion  of  gasoline  stove. 

5.36  P.  M.,     Responded  to  by  Station  No.  2. 
Box  214.       In  service  fifty  minutes. 

Insurance  on  building,  $3,500.      Estimated  loss,  $25. 
Loss  on  property  not  insured,  $5. 

Thursday,  Xo.  14  Dupont  street.     False  alarm. 

24th,  Responded  to  by  Station  No.  1. 

12.23 P.  m.,  In  service  fifteen  minutes. 
Telephone. 

Friday,        No.  737  Folsom  street.     Two-story  frame  stable. 
25th,  Cause  of  fire,  cigarette-smoking. 

2.46  a.  m.,     Responded  to  by  Station  No.  1. 
Box  157.       In  service  forty-five  minutes. 

Loss  on  property  not  insured,  $10. 
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Friday,        Berry  street  between  Sixth   and  Seventh   streets.       Two-story 
25th,  brick  lithographing  establishment. 

4.15  a.  m.,      Cause  of  fire,  unknown. 
Box  182.       Responded  to  by  Station  No.  2. 
In  service  two  hours. 
Covers  spread,  fifteen. 

Insurance  on  buildings,  $2,500.     Losses  paid,  $620.50. 
Insurance  on  contents,  $63,000.     Losses  paid,  .§36,300. 
Loss  on  property  not  insured,  $S,000. 


Friday.  False  alarm  from  Box  248. 

25th,  Responded  to  by  the  Captain. 

7.10  p.  M.,  In  service  one  hour. 
Box  24S. 

Saturday,      No.  121  Twelfth  street.     Frame  dwelling  and  laundry. 

26th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

2.44  a.  m.,     Responded  to  by  Station  No.  2. 
Box  79.        In  service  fifty  minutes. 

Insurance  on  buildings,  81,500.     Losses  paid,  .$250. 
Loss  on  property  not  insured,  $300. 

Monday,       Page  and  Webster  streets.      Frame  foundry  building  and  several 

28th.  frame  dwellings. 

1.55  a.  m.,     Cause  of  fire,  unknown. 
Box  172.        Responded  to  by  Station  No.  2. 

In  service  one  hour  and  thirty  minutes. 

Covers  spread,  three. 

Insurance  on  building,  $4,000.       Losses  paid,  $1,295. 

Insurance  on  contents,  85,181.     Losses  paid,  $3,235. 

Loss  on  property  not  insured,  $3,526.56. 

Monday,       No.  147  Ellis  street.     Five-story  brick  hotel. 

28th,  Cause  of  fire,  carelessness;  coal-oil  stove  in  use. 

3.41  p.  m. ,     Responded  to  by  Station  No.  2. 
Box  96.        In  service  forty-five  minutes. 
Covers  spread,  two. 
Insurance  on  contents,  $1,000.     Losses  paid,  $922. 


Thursday,      Market  and  Fourth  streets.     Old  frame  structures  on  the  old 

31st,  "Lick  Estate"  ground. 

1.46  a.  m.,     Cause  of  fire,  unknown. 
Box  62.        Responded  to  by  Stations  Nos.  1  ami  2. 
In  service  five  hours. 
Covers  spread,  eleven. 

Insurance  on  buildings,  $1,550.     Losses  paid,  $220. 
Insurance  on  contents,  $33,350.     Losses  estimated,  $12,104.40. 
Loss  on  property  not  insured,  $1,585. 
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